u m e i a i 
K e p o r t 


« e o r g e P. K o w e l l ék. Co., t h e loadkng 
a u t h o r i t y on newspaper l u f o r m a t l o u 
Bay« : '«The V o r t W a v n e (Sentinel, puù* 
lioliAd at FortTFayn«, lias the lursest 
e l r e n l a f l o n aeeorded to any d a l l y i n 
I n d i a n a , outside ot I n d i a n a p o l i s . 


A 
Rï 


'Often Saves Money. 


If you want to reach the farmers of 
Allen county, 
don't forget that the 
Weekly Sentinel is your paper. 


ESTABLISHED 1833, 
THURSDAY. OCT. 8, 1896. 
PEICE TWO CENTS. 


A Woman's 
Ambition •.. 


Is to dres3 jast as wel! 


as possible on the amount she 
is able to spend. 
Whether she 
•will succeed depends much on 
her good taste, and her knowl- 
edge oi goods and prices. Some 
merchants dread the shopper, 
the woman who is well posted 
and buys only when she is sure 
the price is right. We welcome 
her, for well-posted buyers best 
appreoiate oar values. In dress 
goods we have the latest con- 
ceits of the season fresh from 
the looms of boih foreign and 
d o m e s t i c 
manufacturers. 
There's nothing in the line of 
dress goods in the range of the 
ordinary 
woman's 
desires 
which cannot be supplied here 
at a price less than she would 
expect. 
The department is 
crowded 
with 
new 
fabrics 
which will delight you to see, 
polite clerks are ready to show 
them to you. 


FORTY THOUSAND. 


S u c h is tîie D e i n o c r a t i e 
M a j o r - 


i t y i n G e o r g i a . 


PopnIist.N jOeuy Tltls and Clnim the 
Kleelion of Wrisriit. Tbcir Onbcr- 
uatorlal Caudidiite. 


GEO, DeWALD & Ca 


I RUBBER GOODSt 


Fonnlain SjriDges. 
Baib S^rÍDgr«8» 
Hard Bobber SjTingés 
Hot Water B ^ s , 


Air Cushions, 
Bobber Toblsgr, 
Blabber Corks, 
Nnrsing Fitttogr«» Nipples, 
Teething: Bings, 
Trnsses, 
Snspensorjs, 
Snpnorters, 
Etc., at 
Freese & Ranke, 


DBUG&ISTS. 


88 Calhoun St. 
0pp. 5 and lOc store , 


0ÏER6MTERS and 
mmw^ 


. . . I n O l o t h o r 
J e r s e y s 


We c^n give you 
stylos of Shoes in 


the newest 


Calf Skin, 
Enamel 
or Kid. 


With a light or heavy bottom- 
Narrow widths if you need 
them. 


Prices Correct. 


M . 
A P P , 


106 Calhoun Street. 


Do You Want 
To Prosper? 


To get ahead in the world? to build or 
imorove your home? to accumulate 
funds to start in business for yourself? 
tonrovide for the edufiation «¡fypur 
n^ildren? to prepare f"r the 
rainy 
day?" to provide f r old age? to feel, 
month after month, that vou are 
crowing more and ince ludepenueni; 
r 
thai your savings, which are costing 
you but little effort, are growing night 
ana day and earning^more money, 
even while you eat and sleep. 
1 hen 
go »t once to the Secretary, of the In- 
state Building and Loan Association. 


Tfi-State Building and 
Loan ¿ssoGiatiOD, 


Corner Berry and Conrt Streets. 


K B I ^ L Y 
Shower Batö 


RING 


H o t W a t e r 
Proof Hose 


it2. Express add 2,5c. 


Prevents Wetting Head 
Floor and Walls. 


HornleMS Water 
Closets. 


Frost Proof Water Cbsets. Self-acting Water 
Closets. Kelly Step and Waste Cock. 
Thos. Kelly & Bros, 


1 9 2 M a d i s o n St., 
C h i c ^ o . 


Send for Catalogue. 


$50 to $50,000 to loan oc 
farm and city property or per- 
sonal security. 
The J. F. SOHELIi Loan and 
Investmont Co., 
24-25-26-27 Plxley Block. 


Fü'-t W a y n e , I n d . 


Telephone 


Tpay the Best Price for 
C A S T - O F P C L O T H I N G . 
Please notify me at No. 76 Barr street, and 
I will call. I also do the best cleaning and 
repairitag of clothing at the lowest price. 
8. FIBIjDBLBAT, 


76 Barr Street. 


Atlanta, Ga , Oct. 8.—-Tae returns 
from yesterday's election are coming 
in detached fragments and in an un 
satiBfaotory form. 
The early hours of 
this morning brought little authentic 
news, everything is being held back to 
avy:ait the officiall compilation of the 
vote which takes place at noon today. 
As t h e ^ are 137 counties in the state 
and affmany of them are remote from 
railr^d and telegraphic 
communica- 
tion, the authentic figures will neces- 
sarily be delayed. 


Populist State Chairman Cunningham 
received telegrams this morning from 
the four counties of -Marion, Hart, 
Glascock and Taylor, all of which were 
reported to have gone democratic last 
night, claiming them for the populists 
with a net gain of 650 over the esti- 
mated democratic majority. 


Chairman Cunningham said at 11 
o'clock that Wright, populist candidate 
for governor, was elected with the 
rest of the state ticket 
democratic. 


3 p m —The official returns Irom 
McD^uffie county, the home of Thomas 
E. Watson, show that the populists 
have carried it by 504 majority. 
Sea- 
born Wright, the populist candidate 
for governor, carries his home county, 
Floyd, a former democratic stronghold, 
by 200 majority. 'The later returns 
show greater populist g uns than losses. 
Cobb county, the home of Bemocraiic 
Chairman Clay, reported last night as 
800 democratic majority, shows only 
590 democratic majority this afternoon. 


Several democratic counties show up 
with larger majorities than at first 
reported, but it is not believed 
that 
Atkinson's mjyority will exceed 35,000 
and perhaps it will not be more than 
30,000. 
The democratic majority will 
exceed the Vote given Atkinson by 
several thousand. 
The slowness with 
which the official returns are received 
is causing much complaint and the 
populists are charging frauds in 
the 
south, or negro, counties where 
the 
negro vote is the strongest. 


THB 
VBRY LATEST. 


3:30 P. M—The following is from A. 
S. Clay, chairman democratic executive 
committeo: 
"Georgia has gone demo- 
cratic by 40,000 majority. 
Atkinson is 
re-elected by at least 40,000 majority 
over the combined opposition. 


"The rest of the state ticket is elected 
by over 45,000 majority. 
The general 
assembly is composed of 175 members 
of the house and forty-four senators. 


"The populists have elected 
twenty- 
two members of the house and four 
senators, and the republicans 
have 
elected two members of the house and 
one senator. 


"The democrats elected thirty nine 
senators and 151 representatives. 
This 
is approximately correct. 


"Geori^a will give Bryan and Sewall 
a majority over the combined 
opposi- 
tion and will elect all the democratic 
nominees for congress. 


"A. S. CLAT, 
"Chairman Democratic Executive Com- 
mittee of Georgia." 
Populbt State Chairman Cunning- 
ham gives to the Associated Press Uie 
following statement: 


"To the Associated Priess;—The dem- 
ocratic 
estimate 
given out by: the 
morning democratic papers was evi- 
dently well padded, for the purpose of 
"cooking" the returns under the claim 
of an increased majority. 
This 
is 
thoroughly 
demonstrated 
by 
semi- 
official reports received by me up to 
this hour, 12 o'clock, noon. 
My in- 
structions were that only official and 
complete returns should be wired me. 
Hence we will not receive any returns 
until this afternoon and night. 
Nine 
counties have reported showing a dem- 
ocratic loBsof 1,150 from figures given 
out by democratic morning papers. 


"At this ratio Atkinson's majority 
could not be over 20.000, but as heavy 
populist counties have not been re 
ported, we confidently expect this ma- 
jority to be wiped out unless the demo- 
cratic reluming boards illegelly throw 
out populist precincts, as has been done 
heretofore. 
A partisan 
registration 
law has been made a tremendous instru- 
ment of fraud. 
Copies of the lists 
were refused populists in nearly every 
county and bogus and 'humped' lists 
sent to populist precincts, 
thereby 
disfranchisicg in some instances 20 or 
30 per cent of the legal populist voters. 
Reports show the negroes voted solidly 
against us in nearly every county. 
I 
coKfidently believe Wright is elected 
on a fair count of the votes as cast, in 
ppite of tremendous frauds. 


"JOHN D. CuiiNiNGHAM, 
"Chairman Populist Executive Commit- 
tee of Georgia." 
The Journal this afternoon will say: 
"The result was obtained after a hard 
fought campaign, in which the Isbupb 
were clearly made. 
Those issues were 
entirely local, and yesterday's 
vote 
cannot be considered as having any 
bearing upon the national campaign.'' 
The election demonstrates three things: 
"First. 
That the people of Georgia 
indorse the administration of Governor 
Atkinson. 


"Second. 
That they are opposed to 
astute pTohibition law and want the 
present lociil option system maintained, 
"Third. 
That the negroes of Georgia 
appreciate tho fair treatment 
given 
them by the present state administra- 
tion " 


for a few days, will leave for his home 
ihia evening. 
Mr. Tuttle will accom- 
pany him to Chicago, where they will 
witness the Chicago day demonstration 
tomorrow. 


ROBBERS ON WHEELS. 


D e s p e r a t e D e e d of T w o B i c j c l e - 


M o u n t e d 
B a n d i t s . 


Minnesota Banb Kaiileii and Two of Its 
Ocf^npanfs Uilleil, All tn liesN 
Tlinn Two Mlnntes. 


Mr. 


AT BDRLINGTON 


B r y a n 
A d d r e s s e s 
M a n y 


T h o u s a n d 
P e o p l e . 


HcTiUBis Kloiinciilly VpoM »lie Finan- 
cial «tnesíion anrt Floa«ls 
lor Dcniocrnf.v. 


Faikmopnt, 
Minn, 
Oct. 
8 —Two 
masked and bicycle mounted robbers 
rode into the little town of Sherburne, 
fourteen miles from here, yesterday, 
dashed into the bank of Sherburne, 
murdertd the cashier and a bjstander, 
and, securing $1.000 Irom the cash tray, 
mounted their wheels and 
escaped 
before the eyes of the startled villagers. 
The aflFair was conducted with all the 
bravado of the border drama and the 
killing of the two men, one of whom 
died instantly, was purely wanton, as 
neither made any resistance. The dead 
are: 


J. A. Gestern, traveling agent of the 
Walter A. Wood Harvester company, 
shot through the heart. 


Cashier Thorburn, of the bank of 
Sherburne, shot in the head. 


The crime is paralleled only by the 
raid of Jesse James and the Younger 
boys when they swooped down on the 
little town of Northfield, a few miles 
north of the ecene of yesterday's crime, 
shot the cashier of the Bank of North- 
field down and decamped with a large 
amount of money. 
In that instance 
the robbers departed on horses, whereas 
yesterday the criminals, in 
keeping 
with times, used bicycles in 
escaping 
from the enraged citizens of Sherburne. 


At about 1:30 o'clock two masked 
men walked through the front entrance 
of the bank to the cashier's box, 
and, 
without a word, whipped out their 
revolvers and leveled them at Cashier 
Thorburn, 
The latter did not move, 
but the next minute the report of two 
revolvers rang out and Cashier Thor- 
burn fell at his desk. 
At another desk 
in the bank stood Mr. Gestern, a 
traveling man. 
He was the only 
im- 
mediate 
bar to the end which the 
robbers sought to gain, and 
when 
Thorburn fell to the floor they turned 
and shot him dead. 
As rapidly as 
possible they leaped over the railing 
which separated them from the cash- 
ier's desk and secured $1,000 in cash. 
They then ran for the back door of the 
bank, where they had taken the pre- 
caution to leave their bicycles, mounted 
them and rode away. 


It all happened inside of two min- 
utes, and the only witness to the deed 
was a woman who i^ood across the 
street from the front entrance of the 
bank and who was attracted by the re- 
ports of the revolvers. 
She saw them 
turn on Gestern, secure the money and 
decamp. 
As soon as possible she gave 
the alarm and in five minutes after the 
deed had been committed the little 
town of Sherburne was in a state of 
excitement such as has never before 
been seen there. 


Thorburn, it was found, was not 
dead. Gestern, however, had been shot 
through the heart and had appcrently 
been instantly killed. 
Thorburn lived 
two hours, having received bullets 
in 
different parts of his body. 
The 
town 
of Sherburne contains scarcely a score 
more than three hundred inhabitants, 
but inside of ten minutes several posses 
had been formed, 
including 
nearly 
every male citizen of the town, and a 
search was at once instituted. 
Every 
town and village v?here there is the 
slightest 
possibility of the 
robbers 
visiting in their efforts to escape has 
been notified and their capture is ex- 
pected at any moment. 


FLORIDA RETURNS. 


Not Over One-half of the Pre- 
cincts Reported. 


Estimates Made From Ketnrns Now In< 
flieate a Oemocraiic Bfa.jorlly 
of 20,000. 


Jacksokville, Fla., Oct. 8—Complete 
returns from sixteen counties in Flor- 
ida and partial returns from twenty-six 
other counties indicate that W. D. 
Bloxham's plurality for governor will 
be from 15,000 to 20,000. This is several 
thousand lees than the earlier estimates 
and below the confident predictions of 
some of the democratic leaders during 
the campaign. 
The 
figures 
show a 
considerable falling off in the demo- 
cratic vote compared with 1892 
l a 
that year Governor Mitchell received 
.32,064 votes and Mr. Baskin, the popu- 
list candidate, 8,309, MiichelVe majority 
being 23,755. 
The vote for W. N. 
Sheats for superin'cendent of public 
instruction falls 
considerably 
below 
that for Bloxham for governor. Dennis 
Eagan, national republican committee- 
man for Glorida, says that the low vote 
polled shows that T. W. Stripling, 
rt»publican candidate for cons^reBP, can 
beat R. W, Davis, the democratic can- 
didate. 


The drill and dance given by the 
Hiberr.ian Rifl is at Robison park last 
night was a great succesB. 
About 500 
people attended. 
A magnificent drill 
was put up by companies A and B of 
the Hibernian Rifles. 
Prizes will be 
awarded a'ter the judgtiS render their 
decision. 
The judges 
are Captains 
Reese. Spice and 
Ranke. 
After the 
drill the pavillion was the scene of 
terpsichorean pleasures 
until a late 
hour. 


D 
D. Armstrong, of Mexico, Mo., 
who hes been visiting his nephew, M. 
is. Tuttle, of Washington boulevard, 


Judge Chapin and hiy client, Dr. J. 
E. Johnson, have been at Albion a 
couple of days to take depositions iu 
the Johnson divorce case. 


Eurlington, Iowa, Oct. 8—William 
J. Bryan arrived in Burlington at 5:55 
this raornifjg in the private car, the 
name of which, ' Idler," is somewhat of 
a contrast with the campaign record of 
Mr. Bryan. 
A local reception commit- 
tee of twenty, headed by S K. Tracey, 
had arisen early to meet the 
candi- 
date and waited about the car and in 
the depot from 5:30 to 8:30, when Mr. 
Bryan arose. 
He was then taken for 
breakfast to the residence of John J. 
Seerley, a colleague of Mr. Bryan in 
congress. 
A reception was held at 
9:30 at the court house and at 10 
o'clock the procession started 
from 
Main and Washington streets to Crapo 
park, where the coliseum in which Mr. 
Bryan spoke today is located. 
The 
parade 
was 
an 
impoeipg 
one. 
It 
was 
headed by 
a 
platoon 
of 
mounted police and then came the 
Citizens' band, followed by the car- 
riage in which 
the 
nominee 
was 
seated- 
Behind in regular order fol- 
lowed an escort of women on horse- 
back, a cavalcade of horsemen, 
and 
eleven more bands, including the Iowa 
state band, aad various silver march- 
ing clubs. At 11 o'clock the first speech 
of the day was made. 
It was in the 
coliseum 
building, a gigantic affair 
erected for 
the 
semi centennial of 
Iowa's admission to the union of states. 
The crowd was limited to the size of 
the building, and was eathueiastic to a 
great degree. 
There 
were 
several 
minutes' of cheering and applause on 
Mr. Bryan's 
arrival and 
when 
he 
started to speak a great ovation was 
given him. 


At the coliseum 
Mr. Bryan found 
that there were republicans present, 
and those republicans did not hesitate 
to applaude, one more daring than the 
others who cheered ior 
McKinley. 
Mr. Bryan said he was glad they were 
there as he wished to talk to those who 
favored his opponent. 
After being 
introduced by ex-Congressman Zerley. 
he said: 
* 


' We are passing through a campaign 
which means a 
great deal to tl^e 
American people. 
Aye, more tha& 
that: 
It means a great deal to the 
entire people of the world. 
There 
are crisises in human affairs. 
While 
every day is of t qual length with every 
other day, yet into some days vast 
importance is crowded and into 
the 
3rd of November vast importance will 
be crowded. 


•'Upon that day the American people 
choose a presideiit who shall 
occupy 
the white house for four yeara. 
On 
that day they select a house ot repre- 
sentatives and on that day they select 
legislatures which will choose United 
States senators. 
Much depeuds upon 
the result of this election. 
For the 
first time in the history of the United 
States appears a party platform which 
declares that the gold standard must 
be maintained in this country 
until 
foreign nations join us or permit us to 
abandon it. 
Never 
before have the 
American people been asked to declare 
in favor of a gold standard. 


"Every step the gold standard has 
taken heretofore has been in the dark 
and without the consent of the Ameri- 
can people, and now for the first time 
the advocates of gold ask the American 
people to endorse the gold standard at 
the ballot box. 
If it is right, if it is 
good for the American people add if 
the gold standard will be good for us 
we ought to have it. 
If the gold stand- 
ard will bring blessings to our people 
we ought to maintain it. 
If it brings 
cursings we oj^ht to abandon it. 
This 
is the question eubmitted to the Amer- 
ican people. 
I stand 
upon 
that 
platform; 
yes, 
I 
stand 
up 
on 
three 
plat'orms 
which 
agree 
on 
one 
thing, 
and 
that 
is 
the gold standard ought to be 
driven 
out of the United States, thai in its 
place ought to be substituted the free 
and unlimited coinage of gold and 
silver at the present legal rilio of 16 to 
1 without waiting for the aid or consent 
of any other nation. 
Oar platform has 
driven from ui some who were with us 
in the past. 
We cannot help it. 
We 
might have retained their co-operation 
had we been willing to pay the price 
they asked. 
We might have been able 
to keep those men with us had we 
been willing that the democratic party 
should 
be 
made 
the 
instrument 
oi 
plutocracy 
to 
overthrow 
a 
government 
like 
ours. 
Some 
havd 
left 
us. 
Perhaps 
I 
ou.irht 
to 
modify 
the 
term, 
because 
if 
I should say that men leave us it might 
imply that they had reasoned 
thim 
selves out of the democratic party—it 
might imply that 
they 
hj^d 
gone 
voluntarily. 
I will use another term: 
We have hsd dragged out of the demo- 
cratic party certain ones who were 
more attached to tho great corporation 
interests of this country than they 
were to the welfare of the people. 
In 
their place we expect to fiod men will- 
ing to act with us this time in order to 
make this government worthy of the 
love of those who live beneath the flag, 
and I come today to submit for your 
consideration some rea^ocs why repub- 
licans should join with us upon the 
platform which we have adopted. 
The 
people have already joined with us. 
I 
will eay •otned with ub; they may eay 
that we have joined wilh them; but I 
care not how you express it, so we are 
together now. 


"There is this diiierence between re- 
publicans who came to ub asid d^3Iao 


crats who go from us: 
The democrats 
who go from us must repudiate the 
history of the democratic party and 
abandon things which has been dfmo- 
cratic from the time when Jefferison 
organized the democratic party. 
The 
republicans who come to us havesimp'y 
to stay bv that which the republican 
party used to advocate and which in 
this campaign it has abandoned." 


A \'oice—' Hurrflh for McKinley." 
Mr. Bryan continued: 
"My friends, I 
beg you to refrain from any manifesta- 
tions of displeasure. 
I am glad to have 
that man here who is in favor of my 
opponent. 
I only hope that there are 
many such, because it is to such per- 
sons that I desire to exj ress mv re- 
marks. 
My friend has declared his 
preference for Mr. McKinley. 
I want 
to ask him which McKinley he is for, 
the McKinley of 1890 or the McKinley 
of 1896?' 


A n d 


THE RIOT OYER 


t h e l-.6adville 
M i n e s 
W i l l 


B e s u m e W o r k , 


Men are FlocUing 
to tlie Miue.s From 
All Qnarter.s and Applyln«; 
lor Work. 


Leadvii.le, Col., Oct, 8—From pres- 
ent indications every mine that was in 
operation before the strike will have 
been started again within thirty days. 
Barricades, block houses and sentry 
boxes have been erected about the 
Little Johnny, 
Bison, Last Chance, 
Emmett, Mahala, Marion and other 
leading mines and the 
Resurrection 
has begun similar defensive works. 
More men are coming from outside and 
with those here who are daily applying 
for work will give the mines full forces 
as far as they are wanted, 
James R 
Amburn, who has been missing since 
the riots, has been rf placed as presi- 
dent of the Miners' union by Peter B. 
Trumbull, formerly 
vice 
president. 
There has been no change in the policy 
of the union and the mice operators 
are not now disposed to agree to any 
compromise. 


R E S U L l E D 
Temporary 


IN A 
PANIC, 
«ives 
Way at 
Stau4l 
Political Meeting. 


HiMMOND, Ind , Oct. 8 —Timbers giv- 
ing way in a temporary stand erected 
over a fountain basin at Central park, 
where William J. Bryan spoke last 
night, resulted in a panic in 
which 
several women were painfully injured 
and half a hundred drenched in the 
chilly water. 
The badly injured are: 
Mrs. Charles A. Cleveland, Babe Leon- 
ard, Mrs. Henry Lundt, Mrs. Oscar A. 
Krimbill, 
Miss Anna Weaver, 
Miss 
Ethel 
Howe. 
The 
stand 
was 
crowded 
with 
women 
and 
chil- 
dren waiting to get a glimpse of the 
presidential 
candidate, 
Some 
one, 
eager to keep up the 
enthusiasm, 
shouted: 
"Here he comes'' 
A rush 
was made for the platforms and ele- 
vated places. 
During this, the struc- 
ture which was made of two inch 
planks thrown loosely over ordinary 
building joists gave way and a score of 
people were plunged into the basin. 
In the panic which followed women 
fainted and children were trampled 
upon. 
Order was restored before Mr. 
Bryan 
and 
his party reached 
the 
grounds. The physicians who attended 
the injured are of the opinion that no 
fatalities will result. 


REPDBLICAN MEETING. 


James A. Mount acd JoLn JJ 
Grillith in tlie City. 


Lar^e Aiidience I.isteiis to Them Kprak 
—Parade In Honor ol" tUc Republi- 
can Candidate ("or fjovernor. 


The republicans of this city 
gave 
their candidate for governor, 
Hon. 
James A. Mount, a cordial 
greeting 
last night upon the occasion of his first 
visit here during the campaign. 
The 
parade arranged in his honor was a large 
one, as was also the meeting helil 
at 
the Princess rink, the big building 
being crowded. 


The two speakers at the rink 
were 
Mr. Mount and Hon. John L. Griflitb, 
of Indianapolis. 
Mr. Mount is not an 


JAMES A. MOUNT. 


orator, but a plain, practical farmer. 
His speech last evening, however, was 
an excellent one and ho discussed the 
tariff and the money question in an 
interesting and forcible manner. 
He 
spoke for about an hour. 


Mr. Griffith followed Mr. Mount. He 
is one of the best republican speakers 
in the state and his audience last night 
followed him attentively in his able 
discussion of the political issues of the 
present campaign. 
, 


The exercises were enlivened 
with 
music, a song with mandolin 
accom- 
paniment that received an encore and 
another song by President Smith, "Sav- 
ing the Nation," which was applauded. 


In the parade, which was preceded 
by a company of horsemen, and 
the 
First Regiment A, 0. U. W. band, the 
following 
organizations 
took 
part:| 
Tippecanoe club, Zobo band and drum 
corps. High School McKinley 
club, 
Soldiers' Sons and Citizans' club, and 
railroad clubs. 
The procession moved 
from the corner of Clinton and Wayne 
streets south 
to Harrison, north to 
Columbia, east to Barr, south to Mont- 
gomery, west to CalhcuQ, north to 
Berry, west to 
Harrison, 
south t> 
Wayne, west to Broadway, north 
to 
Main, thenca to Princess rink. 


BURNED HIS POCKET. 


G e o r g e 
B u e l y 
G o t 
D i f u n k 
o n 


S o m e b o d y E l s e ' s M o n e y . 


He I.ands in tlie Police Station 
Later Finds Stmself In Jail— 
Police Notes. 


and 


IN SHAPE T O 
V O T E . 
William McKinley Registers at His 
Home in Canton, Ohio. 


Canton, Ohio, Oct. 8 —"No. 38, Wil- 
liam McKinley, age fifty-three. No 723 
North Market street, born in Ohio, 
moved to present house January, 1896, 
but has voted in this precinct five 
years." 


This was the entry Clerks McRoberts 
and Plunkard made on the registration 
record of precinct B, first ward, early 
this morning. 


Major McKinley drove to the polls 
in the one horse family carriage with 
Mrs. McKinley and a couple ot friends 
at an early hour. 
He took the first 
opportunity to get away from his house 
before today's delegations 
began to 
arrive. 


His step was elastic and his face 
glowed with good health as he hastily 
stepped into 
precinct 
headquarters, 
pleasantly awaited his turn to register 
after several workmen and clerks. 
He 
wrote his name, William McKinley, in 
full as rf quired on the 
registration 
books instead of abreviating William 
as usual. 


an injunction restraining the commis- 
sion from touching the pensions 
The 
supreme court reverses the decision. 


THREW STONES. 


A Rascal Heaves a Missile Into 
tbe Bepubiican Ranks. 


William Wartenbee, While Blarcliing; 
I.ast Nislit. Receives a Blow 
IT pon the Cheek. 


William Wartenbee, of the Pittsburg 
blacksmith shop, wears mourning col- 
ors about his left eye and has an ugly 
wound on the cheek. He was parading 
with the McKinley Railway club 
last 
evening, and when at the corner of 
Montgomery and Clinton streets was 
struck by a stone, which was hurled by 
someone in the crowd on the sidewalk 
at that point. 
The blood spurted out 
of the wound and Mr. Wartenbee was 
compelled to leave the ranks and 
go 
into Rudy Heinrich's drug store to 
wash himself. 
Another stone from the 
same source struck one of the old sol- 
diers upon the knee and inflicted a 
wound which caused him to retire 
from the ranks also.* Several boys in 
the crowd on the walk claimed to have 
seen a man hurl the stones and then 
jump over a fence and disappear behind 
the house. 
They did not know him. 


POLITICAL FIGHT. 


John C. Horton, 
formerly a Nickel 
Plate detective, now.a boarding house 
keeper on Mechanic street, became 
in^lved 
in a political quarrel with 
Jack Hennegan, in Nebraska, 
y e s t e r - 
day. 
The fight occurred in the Hautch 
saloon and was lively for a few min- 
utes. 
Horton had a long gash cut 
under one eye, extending down to the 
lower jaw. 
The wound was dressed at 
Keller's drug store in Nebraska. 


A CONTEMPTIBLE ACT. 


Some 
scoundrel 
threw 
a 
stone 
through a window containing a picture 
of Bryan, at the residence of A. J. 
Latlouse, 65 Hoffman street. 
It was a 
contemptible act. 


MEETING. 


George Buely was airested by Officer 
Spillner for drunkenness last? night. 
The fellow had been trusted with $4 to 
buy a pair of shoes and other articles 
for his stepfather, 
Mr. Brownsberger. 
He performed this part of the errand, 
but the change he had over burned his 
pocket, so he put it into his stomach 
in the shape ot very strong liquor. 
Spillner bundled man, shoes and all 
to the police station and he was sent to 
jail for fourteen days. 


Superintendent 
Gorsline 
has 
re- 
turned from an official visit at Toledo. 


A silver star belonging to the "Fort 
Wayne Detective company" was found 
on Lafayette street by a lady today and 
was turned over to the superintendent 
of police. 


Officer Lot Sharp is having his vaca- 
tion. 


SEVERE COLDS PRE- 
VENTED 


B y 
V i s i t i n g 
O a r 
C l o a k 
R o o m 


a n d P u r c l i a s i n g 
O n e 
of 


, 
O u r 
W a r m C a p e s 


or J a c k e t s . 


FORGED A CONTRACT. 


P r o f e s s o r B r e i t w i s e r , of t h e Co- 


e s s e S c h o o l s , is in D i s g r a c e . 


ITe Traded a machine Belonging to tlie 
Niiij^cr Company and For^e«! 
n Name. 


Frank W, Irwin, manager of 
the 
Singer Manufacturing company, 
has 
returned from Columbia City, where 
he 'was looking after the prosecution of 
Prof. J. E. Breitwiser, who forged paper 
of the company. 


The fact ofProfecaor Breitwiser being 
prominent in Bcbool circles in Whitley 
county made the case of 
considerable 
interest. 
It appears that Breitwiser 
took a machine out of the Singer office 
ostensibly to sell it. 
Instead of doing 
so he traded it off for a horse and 
forged a fictitious nsime to the contract 
which he returned to the office. 
He 
pleaded guilty to the cnarge and would 
no doubt have gone to the penitentiary 
only that several physicians swore that 
the confinement would kill him, on 
account of his poor health. 
He was 
fined heavily and sent to jail for a short 
term. 


Professor Breitwiser is well known in 
this city. 
He was for a long time in 
charge pf the Coesse schools. 


F O D R T O T E M I O N S 


R e p r e s e n t e d 
a t M r , 
a n d 
M r s . 


F i s c h e r ' s G o l d e n Wedding:. 


TheEvent WasaSnrprlseon the A? 
("onple^-SKany Presents 
Received. 


red 


A N N U A L 
C O N V E N T I O N . 


fionor 
Klect 


M E E T 
IN 


Uui$;htN and liadies of 


We have prepared for hard times 
and can sell you Wraps for less money 
than any other store in the city. 
L O U I S W O L F & CO., 
A r c a d e D r y G o o d s S t o r e , 
W e s t B e r r y S t r e e t . 


OHicers. 


Indianapolts, Ind., Oct 8 —The grand 
lodge ot Indiana. Knights and Ladies 
of Honor, has held iiB annual meeting. 
The following oiScers were 
elected: 
Supreme representative, W. R. Francid, 
Marion; grand 
protector, George F. 
Lawrence, North Vernon; vice grand 
protector, G. C. Nash, EvanBville; grand 
cecretary, A. S Lane, Vincennes; grand 
treasurer, J. T. H. Miller, Terre Haute; 
chaplain, Mrs. Elizabeth Shaney, New 
Albany. 


I<ar};e Sieslstralion. 


St. Lons, Oct. 8.—That people of St. 
Louis are unusualiy interested in the 
political iseues ol the day can not be 
questioned. 
Oa the first day of regis- 
tration over 80,000 voters registered. 
This is marvelous when it is known 
that the total vole of St. Louis in 1892 
was only a little over 
72,000 
The 
election 
commieBiooers 
believe 
the 
total registration this year will be over 
100 000. 


It Is a Mistake 


To delay the use of glasses as long as 
possible. 
You overtax your vision, aiid 
{the muscles of the eye Buffer in conse- 
quence, causing a burning sensation, 
blurred 
vision and 
headache. 
We 
correct all eye difficulty and guarantee 
the corrcclion. 
Dallas F. Green, 
Ex- 
pert Optician, ÏS'o. 3 Arcade. 


Great Glove Sale. 


8 button 
length 
moueqnetair 
kid 
gloves, regular price $160 pair, price 
today 85c a pair. 


Shopping kid gloves, worth $1 00, for 
48c a pair. 
M. FRANK & CO. 


A N N U A L 


Pljr month 
Congregational 
Chnrch 
£Iects Officers for the Year. 


Last evening was held the 
annual 
meeting of Plymouth 
Congregational 
church, which was largely 
attended. 
The ladies served supper in the dining 
hall from 5:30 to 7:30, after which the 
pastor, Rev. J. S, Ainslie, took 
the 
chair and called the meeting to order 
in the church lecture room. 


The report of 
Secretary 
Howey 
showed that 130 new members had 
been received during the year, which 
surpasses all previous records, and the 
report of Treasurer H. G. Robertson 
showed that the money received and 
disbursed for current expenses and for 
payment of church ddbt amounted to 
$3.771 92, the various societies within 
the church, besides, $950, making a 
grand total of $4,721 92 


The reports from the various depart- 
ments of church work indicated a most 
substantial and steady growth in num- 
bers and in efficiency, and were received 
^with a lively interest. 
The following 
officers were elected for the 
ensuing 
year: 


A. B. Howey, clerk. 
H. A. Robertson, treasurer. 
Wm. Lawson, trustee. 
E. 0. Poole, Willard Fairfield, Geo. 
0. Russell, deacons. 


Paul Mossman was re-elected as Sun- 
day school superintendent, and Robert 
Crawford, assistant. 


The board of trustees and deacons 
will, through the pastor, announce the 
appointments on the various commit- 
tees next Sunday morning. 
Plymouth 
church 
is now one ot the 
strong 
churches of our city. 


T E M P L E 
CUP 
GAME. 
Cleveland aufl Baltimore Now in the 
Contest. 


Clsykland, Ohio, Oit 
8—Manager 
Tebeau, of the Cleveland team, and 
Manager Hanlon, of the 
Baltimores, 
had a conference this morning and 
decided to play the Temple cup game 
this afternoon. 
The gime will begin 
at 2:30 p. m. 
Ycuag will pitch for 
Cleveland and Pondor 
Corbett 
for 
Baltimore. 
The T^eather is clearing, 
but the air is still uncomfortably cold. 


HON. EVERRETT P. WHEELER 


Will SpeaK at SaeuKerOund Hall To* 
night. 


Hon. Eyerett P. Wheeler, of 
New 
York, will speak at the gold 
standard 
democratic mseting to be held tonight 
at Saengerbund hall. 
Mr. Wheeler is 
an able and eloquent speaker and one 
of the most prominent statesmen of the 
east. 
He was a candidate for governor 
in New York ngainst Hill. 


There was a happy 
gathering, 
in 
which four generations were 
repre- 
sented, at the home of Mr. and Mrs. 
Anthony Fischer, out near the organ 
factory, last evening 
The event was a 
surprise party on the aged couple, 
given in honor of their golden wed- 
ding anniversary, which occurred yes- 
teulay. 
There 
were five children, 
eleven 
grand 
children, 
two great 
grandchildren and a half dozen inti- 
mate friends present. 
The party con- 
gregated at a neighbor's and sent one 
of their number over to the Fischer 
residence to entice the old people into 
the kitchen. 
Thtn the others quietly 
entered at the front door and seated 
themselves in the parlor and sitting 
room and awaited the return of their vic- 
tims, which 
was not 
long. 
Mrs. 
Fischer came first and her exclamation 
of surprise hastily brought the old geu 
tleman. 
Never were two people more 
completely surprised and for an instant 
they could do nothing but stare won- 
deringiy at the group which fcurrounded 
them. 
The evening was one long to 
be remembered by all who participated 
in.the affair. 
Grandpa and Grandma 
Fischer received 
many presents, in- 
cluded in the list being several pieces 
of gold coin. 


TO IMPROVE 
PARK. 


Lar^e Greeohouses to be Bnilt 
ut the Bobison Resort. 


house in the United States. 
It will 
make Calhoun street shine from one 
end to the other. 


Mr. Worthington, of the Bedford 
stone quarries, was in the city yester- 
day in coneultation with the commis- 
sioners to urge the adoption of the 
Bedford stone for the entire stiucture. 


Just ss soon as tbe plans are finished 
bids will be advertised for and the con- 
tract let. 
It is thought that the build- 
ing can be built foi |5CO,000. 


HOME J]N T H ¥ ^ D T H . 


Marriage Takes a Fort Wayne 
Bride to Florida. 


SliNsIiOnfse Bilderbnck Weds Mr. W. 
M. Fleldei'~.IIIarrlage 
of 
niiiM 
Kensill to Mr. Wright. 


This afternoon at 5 o'clock, at tbe 
home of the bride's parents, Mr. and 
Mrs. J. H. Bilderback, 247 East Wayne 
street, occurred the marriage of their 
daughter, Miss Louise Elizabeth Bilder- 
back. to Mr. William Martin Fielder, 
of Tampa, Fla. 


The wedding ring was used in the 
cei emony, which was performed in the 
presence of a few of the relatives and 
immediate friends of tbe contracting 
parties, by Rev. Dr. Henry W. Bennett, 
the pastor of the Wayne Street M. E. 
church of this city, and was a very 
pretty one. 


The bride was robed in white organ- 
die and the groom wore the conven- 
tional black. 
The 
hrideflmaid was 
Miss 
Blanche 
Bilderback and 
the 
groomsman Mr. Bert Foster. 


After the ceremony a wedding sup- 
per was served and at 8 p. m. the newly 
wedded couple left for Chicago and 
other western cities on their bridal 
tour. 
They will rdiurn here on the 
18lh of the month and then leave for 
Tampa, Fla., which will be their future 
home. 


The bride is a lovely young lady and 
popular with her large circle of friends 
in this city. 
The groom is a prosperous 
young buBiness man of Tampa, being 
the cashier of one of the large industrial 
firms of that city. 
Mr. and Mrs. 
Fielder were the recipients of many 
handsome preeenta. 


KEliSILLWBlGHT. 


Miss Anna, the amiable daughter of 
Mr. and Mrs. John C. KensiJ, 
yester- 
day afternoon became the bride of 
Norval W. Wright, now of Chicago, but 
formerly of this city. 
Rev. J. M. 
Boggs, pastor of the Third Presbyterian 
church, performed the ceremony in 
the presence of relatives and immedi- 
ate friends. 
It was a quiet, but very 
pretty wedding. 
The bride and grocm 
left last evening for Chicago to reside. 


TWO RDNAWAYS. 


Edward Girardot, a 
Farmer, 
Given a Sbaking^ Up. 


Joseph Götz Thrown Fnom a Tehlcl«* 
His Boy Plnckily Stops the 
Animal. 
\ 


Landscape Wors to be Pushed in the 
Spriug—SIore Land Pnr- 
chased. 


The contract has just been let for 
several larga greenhouses at 
Robison 
park and the work will go ahead 
at 
once. 
The object of having the 
new 
buildings is to allow propagation of 
flowers during the winter months, 
in 
order that they may be transplanted in 
the spring. 
George Dos well will have 
charge of the horticultural iuterests. 


It is intended to push the landscape 
work at the park in early spring and 
drawinjgs have alrecdy been prepared 
for it. 


The company has just purchased of 
William Bleke three acres of land 
along the park line. 
This purchase 
will enable them to secure easily all 
the dirt and gravel needed for filling, 
reballasting and widening banks. 
This 
improvement will go forward at once. 


FIVE C L U B S 
FAILED T O 
FfcNISH. 
Persistent Inter-State lieagne Teams 
Will Demand Guarantees. 


A telegram from Younstown, Ohio, 
reads: 
"The affairs of the Interstate 
league will be wound up hero at a final 
meeting of the directors on Friday 
bight. 
Thieiclub) will demand the 
guarantee from the five who failed to 
finish the season. 


A horse driven by Joe Getz ran away 
on Washington street, near Calhoun 
today, throwicg Mr. Gefz out but not 
injuring him. 
His little boy, who sat 
in the seat with him pluckily held on 
to the lines and stopped the horse a 
square away. 


ANOTHER RUNAWAY. 


About Doon today a Main street car 
collided with the wagon of a farmer 
named Edward Girardot, of Maples. 
The accident happened at the intersec- 
tion of Barr street. 
The horses, badly 
frightened, broke away and ran down 
the/Nickel Plate tracks a quarter of a 
mile away before they were stopped. 
Their legs were badly lacerated. 
Mr. 
Girardot, although bfedly shaken up, 
suffered no serious injury. 
The wagon 
was wrecked. I 


BUTLER'S VIEWS. 


Talks of the Georgia Election 
and Its Bearings. 


Says the state Will Give 75,000 Major- 
ity for Bryan—Negroes Voted 
With the Democrats.' 


PENSIONS 


Supreme Conrt ot 


MAY 
BE 
T A K E N . 


Iowa Renders an 


An affidavit has been filed against 
William Miller, the brick 
manufacl- 
arer, for not taking 
out a 
vehicle 
licenEe, 


I m p o r t a n t 
l > c o i s l o n . 


Des Moisks, Iowa, Oct. 8—It has 
been 
decided by the supreme court 
that the board of commissioners of the 
soldiers' home at Marshalltown, with 
the commandant 
as a parly to the 
action, may be privileged to appropri- 
ate to use of the home such portions of 
the veterans' pensions in excess of $6 
per month as l-hey may see fit, 
The 
inmates of the home recently secured 


L O C A L 
LINES. 


Esther V. Crane is suing for a divorce 
from Delbert P. Crane. 


Born, to Mr. and Mrs. Lawrence C. 
Kleinrichert, of 14 Hoffman street—a 
son. 


Judge O'Rourke today gave George 
W. Countryman a divorce from Mattie 
E. Countryman. 


Judge O'Rourke delivered a forcible 
speech to the dilve'r republican club at 
the court house last night. 


Duti R. Chamberlain, of TiiSn, Ohio, 
is in the city. 
Mr. Chamberlaia is one 
of the best hotel men in the country. 


The first lecture of the Club 
league 
will be hel<l at the Temple this evenins 
Mr. G. R Henderson 
will lecture 
on 
"Social Democracy, 
Ideals and Pro- 
gress." 


The "Independent Five" have issued 
invitations for a recfption to be given 
the 20th inst. at the liome of Anthony 
Dierkes, of No 2 Clark street, Bloom- 
in gd ale. 


WONDERFOL 


Is the Enthnsiasm 
Displayed 
Over Onr Lace Curtain 
and Carpet Sale. 


The crowds \vere so great that it was 
impossible to give all propfr attention, 
so we will continue the 
sale the bal- 
ance of the week. 


Don't miss the chance of a li'^e time 
to buy cheap curtains and carpets. 
LOCIS WOLF & CO., 
A r c a d e D r y G o o d s S t o r e , 
West Berry St. 


Men who want to hear a speech 
devoid of partisan bias should 
be sure to attend the meeting at 
Saewgerbiind Hall tonight. Ev<^r- 
eti P. Wheeler, tbe noted New 
York reform lawyer, will be the 
speaker. 


THE 
NEW C O U R T 
HOUSE. 


Plans 
Will 
be Flni!>hc<l 
in 
About 
Thirty Dnj m. 


The draughtsmen employed by Arch- 
itect B S. Tolan on the plans for the 
new court house are pushing 
things 
along at a rapid rate and it is thought 
they will be completed in about thirty 
days. 


One of the county commissioners, in 
conversation with a Sentinel reporter, 
eaid it would be the handsomest court 


Washington, Oct. 8.—Replying to an 
inquiry from the Atlanta Journal as to 
its opinion of the result of the Georgia 
election, Senator Butler sent today the 
following telegram: 
"It is almost cer- 
tain that a majority of the white votes 
of Greorgia were cast for the people's 
party state ticket. 
This is a great gain 
over the part>'d last vote, and is due to 
the personal popularity of Tom Watson 
in hia own state, and to the desire o^ 
the people to rebuke the management 
of the democratic psrty in tbe state 
affairs of Georgia. 
Evidently the dem- 
ocratic party ia indebted to the negro 
vote for whatever kind of victory they 
have won. 
The outlook for Brvan and 
free silver is much better than it was 
ten days ago. 


The reaction against the schemes and 
methods of the republican party has 
already set in, and will grow in force 
until the day of the election. 
This 
pioves the impoteccy of a boodle cam- 
paign, when the people are arousfed on 
a gre&t and vital issue. 
The 
present 
indications show 
two hundred 
and 
thirty-two electoral votes 
reasonably 
certain for Bryan, with at least an equal 
chance for seventy-five more. 


"Marion Butler, Chairman." 


Senator B aulkner, of the democratic 
congressional committee expressed the 
opinion that in the presidential election 
Georgia would increase her democratic 
majority to 75,000. 


Mrs. William 
Meyers, of 26 Oak 
street, who has been suffering with 
tjpbold malaria for several weeks, is 
now sitting up and hfr speedy recovery 
is ant'cipaled. 


O F - 
CENTER STANDS. S 


These S'ands are nob Poor, Trashy Goods, 
but are Solid Oak, well finished and are worth 
almost twice whit we ask for them. 
Five Different Styles. 


24x24 Top, worth $1 75, for $1.00. 
22x22 Top, worth $1.50, ior 80 cents. 
ISslS Top, worth «1.50, for 80 cents. 
% 
IGxlG Top, worth 81.00, for GO cents. 


^^ 
IGx 16 Top, worth 75 cents, for 48 cents. 


PICKARD BROS. 


H B A D Q B A B T B E S 
F O R 


FURNITURE and STOVES. 


BT it. A. K RACKSnr. 


T H U R S D A Y . OCT. 8. 1896. 


OlbdlOCRATl«« TICKJBT. 


Ne] 


National Ticket. 


ident-William Jennings Bryan, of 
ident—Arthur Sewall. of Maine. 


Stat« THoliet. 


Governor—B. F. Bhively. of St. Joseph 
county. 
" eutenantGovemor^John 0. Lawler. of 


ps^iiate JuaseB^Pirst district. E d ^ n 
or,of VaUdeìrb^K countr, Sewnd dis- 
trict. pVk. Gavin; Third district Theodore 
Ehavi^t Pourth district, Orlando Lotó; Fifth 
^leorttary oi State-S. M. Ealston. 6i Boone 
county. 
Auditor of State-Joseph T. Fanning, of 
Marion county. 
I^easurer of State-Morgan Chandler; of 
Hancock county. 
Attorney General—J. G. McNutt. of Terre 
Haute. 


county. 


CongreMlonál. 


For^Cofigress—Jamea M. Bobinson. 


JTolnt .Sénatorial. 


For Joint Senator—L. J^ Bobilya. 


Umte<i !^ingdom, but the most press- 
ing enei&y is drink. It kills more than 
all OUT neweet^eapons of warfare, and 
not only deatroys the body, but the 
nqdnd and fioul also." 


Stephen A. 
Podglas, 
son 
of 
t h e 
"Little &iant." is on the stump in this 
state, for McKinley. 
He became a 
republican during the war, and has 
affiliated with that party ever bince, 
though a few years ago he gare marked 
symptoms of being dissatisfied with 
his party aesociationi 
He is a jolly sort 
of a fellow and his speechM abound in 
anecdotefl and witty sallieB. 


It seema incMdibie, hut rieverthelesa 
a prominent church piper is quoted as 
authority for the statement, that several 
Froteatant pastors who were in charge 
of churches at El Faso, Tex , at the 
time of the great discussion over the 
priza fight have been driven from the 
town 'through want of congregations 
and financial support.'- This is the 
completed result of a boycott against 
them by the merchants and other 
claBBea because of their opposition to 
the prize fight; 


Joint BeprcacoitaiiTe. 


For Jo: 
Ryan, oi 
en. E«)reBehtative—William C. 


Cenntjr Ttekcet. 


^Fpg^lgesentatiYea^eorge V. Kell and 


7or Prosecuting Attorney-^Ni D. Dough- 


r. 0. lîunter. 
irt Melching. 
. 
. Branstrator. 


ict-M. 


THE comma&der. in chief of the Brit- 
ish army, Lord Wqlaeley, «ays: "There 
are yeÈ some bathes lo be fought, some 
lereai eo^mjfs to .^enopù^^^ 
by thé 


. BEyjAiiiN Fbanklin, before the con- 
stitutional convention of 1786, eaid: 
"I have lived, sir., a long time, and the 
longer I live, the more convincing 
proofs I see of this truth—thidi God 
governs in all afifairs of men. 
And if a 
sparrow cannot fall to the ground with- 
out His notice, is it probable that an 
empire can rise without. His aid? 
We 
have been asBured, sir, in the sacred 
writings, that 'Except the Lord build 
the house, they labor in vain that build 
it.' 
I firmly believe this; and £ also 
believe, that without this concurring 
aidi we fthall succeed in this political 
building no better than the builders of 
Babel. 
I therefore beg leaye lp move, 


/Í 


1 
J 1 


Ì 


Our Fall Stock 
is now complete in 
every 
departnient. 


Men's Overcoats 


and Suits. 


Greatest values we 
have ever shown. 
Prices range from 


1400 
% 


OUR LINE OF, 


Boys' and Children's Wear 


A surprise to all. 


A good durable Knee 
Pants Suit at $i,oo and 
upwards. 
We are sole 
agents for Neptune Anti- 
Pluie Boys Clothing, guar- 
anteed water-proof. They 
have given universal sat- 
isfaction for 
the 
past 
three seasons. 


that henceforth prayers, imploring the 
assistance of heaven, and its blessing on 
our deliberations, be held in this as- 
sembly every morning before we pro- 
ceed to business; and that one or more 
of the clergy of this city be requested 
to officiate in that service." 


The petition for Ihe natioiial, or 
broad gauge, prohibition ticket has 
been tiled with Governor 
Matthews. 
It includes a full set ofelcctorB and a 
full set of state officerp, with the excep 
tion of candidates for the appellate 
court. 
The number ot names ettachcd 
is between 1 8(i0 and 1,900 
It is stated 
that the number o! prohibitionifits in 
the st^te who have hitherto voted the 
straight prohibition electoral ticket, 
but who will now vote for the Bryan 
electors, is 3,000. 


Fbom facts gleaned iroro a number of 
army ofGcerp, it would seem that the 
United States service is one of the 
hardest in the world to enter, dven as 
a private. 
The standard of the en- 
listed man has been raised so often 
that it is now harder to become an 
ordinary eoldier, with the pay of 11-1 a 
month, than it is to .enter any branch 
of the civil service. 
The slightest de- 
fect in the 
applicant's physique is 
enough to debar him, as is also a bad 
moral character, even with a perfect 
physique. 
The average monthly enlist- 
ments for this year have been 500, 
while the average rejections were over 
3 000. 
It is good to see that a fine 
character is at a premium in ourjarmy. 


LEHMAN'S. 


Slionld Treat Botb Alike. 


No other metals serve all of the same 
purposes equally, and none are bo con?, 
pletely confined \ o the sole uses as 
money, as are silver and gold. 
Their 
unity is so fixed that any law that sep- 
arates them and discards one for the 
advantage of the other, violates bolh 
the written and the unwritten law of 
the Creator of the world. 
As well iuay 
we separate the water from the earth 
and bid it to be fruitful. 
If by any 
means, whether accidental or designed, 
gold is produced in any given period 
in excess of the usual production of 
silver, the value of silver must increase 
in comparison with gold, in the ratio 
of its scarcity, because the wprld's de- 
mand for both metals can never be 
fully supplied when both have the 
same coinage privileges and equal legal 
tender power. 


The unity of these precious metals in 
this divine arrangement when it is not 
disturbed by the adverse laws^of a 
nation, preserves the parity of value 
between them, notwithstanding 
the 
disparity, that may occur isi' the weight 
of either metal, or in the yield of the 
minp. .Like united bodies of water in 
separate vessels, gold and silver, when 
left to the laws of nature, will find a 
common level of value. . It was for this 
end that they were created and so 
unified in their use« that neither metal 
should become the master of mankind 
through cupidity of speculation, but, 
when one metal was hoarded by money 
dealers, the other should take its placé 
and depress its value until the misers 
and usurers would open their coffers 
and let it How out into circulation. 


When the coinage of both metals is 
free ánd their legal tender power is 
• q lal, neither of them can either drive 
or invite the other into the seclusion 
of.the lockup. 
lu such a case when 
one metal would retire from the com. 
petition, the other would be at work 
earning a profit. 
Give to silver the 
saitte rights now enjoyed by gold and 
the nation will have a sound fioancial 
system and the prosperity of the great 
masses of the people will ba advanced 


Silver and gold wwe created for use 
as mosey 
metals. ' That is their only 
useful function, and wbi^ver deprives 
them of that quality violates the laws 
of nature and destroys one of the 
greatest blessings the Creator has con- 
ferred 'Upon mankind. 
He saw that 
competition'^between the. producers of 
gold and¿&ilver was essential to save 
the world from the despotic mastery of 
either, or botb, and He, in mercy to 
man, created both as money metals. 


If there was but one, precious money 
metal, gold alone, with the conditions 
of uncertainty that attends its produc- 
tion, a falling off in the supply of the 
mines, or any great increase, would 
compel all-values^. to oscillate with its 
rise and fall in the quantity produced 
fr^m time to time 
With no rival or 
competitive precious money metal to 
meet a deficiency of its production, or 
to regulate its value! when overpro- 
duced, gold would be the enemy of all 
trade and finance, with no 
power 
that could possibly control it. 


The production of silver, with like 
variances in the quantity yielded by 
the mines, contributes to regulate the 
value or price of bolh metals, so that 
neither of them, independently, could 
regulate ttber values. If gold increases 
in quantity, as compared with silver, 
silver would increase in value, and as 
silver increased in quantity, as com- 
pared with gold, gold would iocreftse 
in value, and the great iq iation that 
providence has made between them 
would stand. 


Under this great provision of the 
Creator, in a matter that lies at the 
foundation of all the business relations 
of mankind, all that is left for man to 
do is to find these precious ores, re- 
duce them to metalf, purify them, 
weigh them, stamp them as coins, and 
provide by law the ratio between them 
on which they shall be received in the 
compensation oí all dr-bis and damages 
and the redemption ol all promises to 
pay money. 


The indication is that next year will 
see Turkey, like Egypt, a protectorate-, 
not, bowover, like Egypt, a Britisii pro- 
tectorate, but a country governed by 
officers chosen by the joint action of tbo 
European powers. lu order to hurry up 
the Turkish qucstioJi the sultan is jjow 
reported as crazy, although he i.s prob- 
ably not more in.sane than he has be-eju 
any time in the past five years. 


A«T[ INJUNCTION. 


M e e t i n g a t t h e City H a l l T o m o r - 
rtiu 
N i g h t . 


Ilc'ury I'olprirk and !IHi'iiib<>rs oí Or- 
KHiaiziMl Labor to Talk—Ro^;nlar 
«1Mb jtl*;etiue Toniglii. 


The Mohanimedau theological .stu- 
dents at Coii.stantinople arc called sof- 
tas. There arc uLso many softas amoni; 
the student,s of America, .but not all oi 
them are among the theological stu- 
dents. 


Tomorrow nigbt at the city hall the 
Anti-Government by Injunction club 
opetiH ila campaign agaiuel ^»overnment 
by injunction and the principal ad- 
dresB of the evening will be delivered 
by Henry Colerick, who will be fol- 
lowed by several members oî the P'ort 
Wayne labor organizations. 


Government by injunction has be- 
come a great quebtiou to men affiliated 
with organized labor, and while organ- 
ized labor, like unorgatiizsd labor, the 
meicbant, manufacturer and farmer, is 
interested in the financial question and 
divided as to which financial system ìb 
for the best interest of the country, 
there is no division in their ranks on 
the question of government by icjunc 
tion. 
They are opposed to it as a unit, 
and if any of them caat their vote for 
William McKinley it will be because 
they do not believe the republic in 
papers at d re{ ublican speakers are 
sincere in their attacks on the demo 
cratic attitude against this method of 
subverting the law of the land to the 
Russian level. 
A well known labor 
leader said to a Sentinel reporter: 


"The reason organized labor has so 
suddenly, been aroused on this question 
is not diflacult to understand. 
If the 
declaration iU' the democratic platform 
adopted at Chicngo against government 
by iu junction had not been attacked 
by the leading republican speakers of 
the United States, at d the republican 
newspapers of the whole county, at 
every opportunity, the question, with 
organized labor, would have received 
only a passing notice, such as the large 
number of other declarations in any 
platform, outside of the leading ones, 
receive from the community in general. 


' Besides this, the members of organ- 
ized labor look with suspicion on the 
fact that all over the union the officers 
of 
railroad 
companies, 
great and 
small, 
are 
ming 
great 
efforts to 
elect 
McKinley 
president; 
Thôy 
say that the 
kick 
on 
the 
Irèe 
coinsge of silver is merely a subterfuge 
to cover up the real reason why so 
many of these railroad officials are in- 
terested in defeating Brran. and th«» 
real reason, they claim is btciuse it in 
to the interest of the railroad coinpaniee 
to have "government by injunction," 
and the election of Bryan would defeat 
their aims of continuing the use of tho 
federal judiciary whenever dissatisfac 
tion exists among them and their em- 
ployes. 


"They further claim that the state 
ment that railway companies are alraid 
of fifty cent dollars is a lot of nonsensi« 
because, they say, it a railroad could 
pay its debts and labor for fifty cents 
on the dollar, the past history of rail- 
road companies show that they would 
not 
hesitate 
to do 
so, 
and 
m 
an 
evidence 
point 
to 
the 
large 
number of railroads that have gone 
into 
bankruptcy, 
into 
the 
hands 
of receivers and oeen sold at foreclosure 
sales in which the people to whoin the 
railroad companies were indebted got 
much less than fifty cents on the dollar 
and in thousands of instances got not 
one cent to show that the railroadb 
owed them an honest obligation which 
it should have paid. 
Thousands of 
people, they say, would be glad to get 
fifty cents on a dollar on money owed 
them by railroads and oi this class ot 
debts outstanding there are hundreds 
of millions of dollars that wiil never 
pay one cent on a doilar and on which 
principal and interest is forever lost to 
the persons holding the obligations 
against the railroads. 


"Afl the campaign progresses 
the 
financial 
issue 
is 
gradually 
being 
dropped by men in the labor move 
ment and 16 to 1 is little discussed by 
them ev^n now and each day's approach 
nearer election calls forth from them 
their favorite theme, opposition 
to 
•government by injunclion," and the 
sentiment against this system of gov- 
ernment is also 
spreading 
rapidly 
among those in sympathy with organ- 
'zed labor but not actively affiliated.' 


A big attendance is desired at the 
city hail meeting tomorrow night. 
li 
the city hall is too small .to accommo- 
date the crowd there may be an ad 
journment to Saengerbund hall. 


The Anti-Government by Injunction 
club meets tonight at Sons of Freedom 
hall, over, the southwest cirner of 
Clinton and Main 
streets 
A full 
attendance of members is desired and 
an invitation is extended to all io 
»yrop ithy with the movemrant to attend 
the meeting and bffiliate with the club, 


LAPORTE FIREMEN'S CONTESTS. 
Resnlts of (lie First Day in (ht; Au- 
unal Tonrnameiit. 


Lavorte, lad., Oct. 8 —The two days' 
firemen's, band and bicycle tournament 
of the Lsporte Tournament association 
opened auspiciously. 
The 
conteste 
took place with the following results: 
Home hose companiep, run 220 yards, 
lay 100 feet of hose, break coupling, 
attach to hydrant and put on nozzle; 
purse 1100. 
Rescue won, Gameweil 
second. Breadneught third. 
Time of 
winner—0:38 4 5. 


Ooen hook and ladder, run 220 yards, 
take twenty foot ladder from truck, 
hoitìl same and one firfman climb to 
top; purse $150. 
Westville 
won, 
Lgporle second. 
Time of winner— 
<)-35 2 5. 


l^'ree (or All Hose Race, 220 Yards, 
Conditions Same as First; Purse $250— 
Njipeiville, 111, won; Mount Carroll, 
111., second; Goshen, Ind., third. 
Time 
o: winner, 0:34 3 5. 


Lidder Climbers, rua 50 feet and 
scale two 28 foot ladders; purse f20— 
Jack Jerndt, Laporte, first ; E, C. Moore, 
Lîporte, second. 
Tioie, 0:11]. 


Foot Race, L'O Yards Dash, Purse 
i?;'.0—Marvin Price, Mount Carroll, won; 
0 E. P.laech, Mount Carroll, second. 
Time, 0:15. 


Ladies, Bicycle Race, 
One 
Mile, 
Parse, 
Davi^, Niles, Mich,, 


won; MaeDugan, Niles, second. Time, 
4:07^ 


For Firòt Class Bauds—Eibe's Third 
Regiment band, of South Bend, recived 
first prizer purse, 1250. 


FOR THE LADIES. 


S o m e t h i n g 
T h a t 
Will 
B r i n g 
H a p p i n e s s t o t h e H o m e . 


l^hoice ltoc<|H>NO( Ilie Bay View Assnii- 
bly I'ookiuK School lor <»iir 
KeaUerM. 


The following choice rec'p's of the 
Bay 
View Assembly Cooking School 
will be found valuable: 


TO liAKK i'l'FK TASTE 


Most i.n;portaiit of all is the oven, for 
if you have used the best maieri.'ile, 
have mixed them as directed, and 
then put the paste in an oven not prop 
erly heated, yon have wasted 
both 
materials and labor. 
The pa.Hte should 
be ice cold when it is put in the oven, 
and the oven should be very hot (4iMt 
degrees) 


BEKK ¿<AM)WIC1IES 


Take a piece of beef from the round, 
about half an inch thick, hold firmly 
with a fork and ecrape with a knife 
until all the fuip is removed. 
Cut 
bread very thin, then spread with this 
beef pulp, place another piece ovv>r it 
and cut into fancy Bhapes. 
The bread 
may be buttered if the paiient is allowed 
to use butter. 


CHSESE RAMAKrNS. 


Four tablespoonfuld o' grated cheese, 
one-half cup of milk, two ounces of 
bread, four level 
tablespoonfula 
of 
butter, yolks of two eggs, and 
the 
whites of three egga, one-hal? teaspooc- 
ful of salt and a tew grains of cayenne. 
Put bread and milk on to boil until 
smooth then add the cheese and butter 
and stir over the fire for one minutei. 
Take off", add aeasoninga and yolks of 
the egg«. 
Beat the whites to a stiff 
froth and stir them in care'ully. 
tour 
into a greased baking dish and bake in 
a quick oven for fifteen minutos. 


GAULIFLOWKR 


Cauliflower a la Hollondaise: One 
medium sizad cauliflower, one-half cup 
of butter, yolks of two eggs, one fourth 
teaspoonful of salt, a few grains of cay- 
enne. one tablespoonful of lemon juice 
and one-third Of a cilp Of boiling water. 
Soak the caulifiowei' in water (head 
down) for one hour. 
Remove from 
water, separate into pieces and pour 
over sauce made as foDowfi: 


Cream the butter, add the seasoning, 
the egg yolk» at d the lemon juice drop 
by drop and lastly, the boiling' water. 
Cook over hot water until it thickens. 


I'LAIN OMELKTTK. 


For a medium sized omelette pan, 
break four egge, beat until thoroughly 
mixed, but not light; add to them four 
tablespoonfula of cold water and a 
teabpoonful of butter. 
Place- in an 
omeletter pan two level teaepoonfuls of 
butter, and when hot and frothy pour 
in the eggs and keep in» constant mo- 
tion, shaking back and forth until the 
egga are set. 
Then salt and pepper 
and with a limber knife loll from the 
handle side towardi the other sid0 o> 
th© pan, then lift the pan in the> right 
hand and turn the omelette onto a hot 
platter. If more omelette ia required, 
make two or three rather than to make 
one larger than this. 


YKAST BRKAD 


Add to one cup of milk one cup of 
boiling water; when luke warm, add 
two level teaepooafuls of; salt, and one 
cake of compresBc d yeast Which has 
been disBÒlvéd ia about an eighth of a 
cup of cold or tepid water. 
Add about 
two cups of fl jur, and continue adding 
flour until a batter is formed which can 
be easily beatexi. Beat for fi ve minutes, 
or until full of air bubbles; then con- 
tinue to add flour until a firm dough is 
formed. 
Now turn out on a well 
floured board and knead until it no 
longer sticks to the hands or the board; 
Then return to the bowl, cover securely 
so that the air cannot reach it, throw 
over it a thick cloth, place in a temper 
ature of 72 degrees, and let stand for 
three hours, or until it has doubled ite 
bulk. 
Then divide in half and mold 
lightly into two loaves. ' Place them in 
well buttered tins, cover and allow 
them to stand for about an hour, or 
until they have doubled their 
bulk; 
then bake in a moderate oven for 
about an hour. 


CREAM rUKFS 


One-haif pint cf boiling water, one 
cup of flour, two rounding tableppcoi- 
fuls of butter, four eggs. 


Put the water and butter on to boil 
and as soon as it boila turn in the flour 
and stir quickly over the fire until it 
sticks together, forming a ball which 
leaves the pan. 
Stand away to cool 
When cool add one egg at a time, beat- 
ing all the while. After adding the la-t 
egg beat vigorously for five minot-^^s. 
Then drop by tablespoonfula on but 
tertd tins, leaving a space of tvo inchea 
between each pull'. Bake in qu ck ivpn 
about twenty or twenty-live minutes 
Try by picking them up. 
If p-irf'CÛy 
light they are done. 
As they burn 
quickly, watch them carefully. 
Wbnn 
cold make au opeaing in one sidehtout 
the middle of the pulf and fill with the 
following: 


T U B 
F I I I . L N G 


One half pint of milk, four eggs, four 
tableepoonluls of sugar, one tablespoon- 
ful of corn starch, one teaspoonful of 
vanilla. 


Put the milk oa to boil in a double 
boiler. 
Beat the eggs, without separat- 
ing, and the sugar togetner unt)l iigbt; 
add to them the corn starch, and utir 


(iOSJ^KL OF HEALTH. 


Glad Tidings Proclaiiiiod by Thank- 
frii Ministers. 


Eki»»» for NVeali and Debilitated People. 


How Utalih jiml Slieuglli .Nfay lie 
Keuilil.v Ubtaiiietl. 


Tlii-ri' ai'e no words so sti-onfj us these 
ty.ola'ii bv ili<5 true ininislcr of tliR 
(.ins))fl. One knos\s and feels. insliiK-t- 
lvel\', thai such words eoine rioiii the 
heart, ami ai-e uttered ouly with the 
earnest purpose oi" dijiii/^- {^ood to Ini- 
U-.ai)ity. These great preachers tlui.s 
proelaiiu ii new (;osp»il of Health to the 
sieli and diseoiirag-etl, wiiieli means re- 
newed liealth, hope, happine.ss. 


Rev. F. H. Kuffuni, of ^Vinellester, 
N. ii., who is(iraud Arin3-C'hajilain for 
the stati> of New llani[)sliire, says : -- 


"The remedial i-tVeetof Dr. (¡reene'i! 
Xervnra hlood and nerve remedy on 
the weaknesses and nervous prostra- 
tion of my wife, wa.s .so positive and 
.speedy that we can heartily te.stify to 
its uudoubti'd merits." 


Rev. G. L. Wells, of l l a r d w i e k , Vt., 
w r i t e s : — 


" I h a v e u.sed Dr. <".reene's N e r v u r a 
blood a n d n e r v e r e m e d y w i t h m o s t ex- 


cold, dry piece it will keep nicely for 
one week. 
It is almost impoEsible for 
anyone lo make good puff paste from a 
renipe witbou' first seeing it made 


THE NEW COMMANDER 


COLORED ODD 
FELLOWS 
MEET. 


T H A D D E U S 
S T E V E N S 
C L A R K - 


S O N 
O F 
T H E 
G R A N D 
A R M Y . 


11« Was Born at the Historic Town of 
(•ettjsbur^. Pa., In 1840—Has a Bril- 
liaut War Record as a Volunteer Sol- 
dier. 


K E V . 
G . 
L . 
W E L L S . 


cellent results. 
It did great good for 
my wife. 
We think highly of Dr. 
Greene's Nervura blood and nerve rem- 
edy, and cordially recommend it." 


Eev. C. .D. K. Meacham, pastor Bap- 
tist Church, Townshend, Vt., states: 
" I am very glad to say in reg-ard to 
Dr. Greene's great remedy, that when 
my blood was badly impoverished and 
my nervous system greatly impaired. 
Dr. Greene's medicine gave me won- 
derful relief." 


. Rev, Henry Langford, of Weston, W. 
,Va., says : "I took Dr. Greene's Nervura 
blood and nerve remedy, and am won- 
derfully improved 
in 
health 
and 
strength. 
I can heartily anc? truth- 
fully recommend it to the .sicJv." 
: Clergymen strongly' recommend the 
people to use Dr. Greene's Nervura 
blood and nerve remedy, because they 
know it cures, and because it is 
physician's prescription, the discov- 
ery of the most successful specialist 
in curing nervoiis and chronic diseases, 
Dr. Greene, of .'J.T West 14th St., New 
York City., who can be consulted free, 
personally pr by letter. 


HADDEUS Stevens 
Clarkson, who was 
recently 
e l e c t e d 
commander - chief 
or" the Grand Army 
of 
the 
Republic, 
was born at Get- 
tysburg, 
Pa., 
in 
1840. He was edu- 
cated 
three 
miles 
from the great bat- 
tlefield of Antietam. 
He enlisted April 16, 1861—within two 
hours after the appearance of Presi- 
dent Lincoln's call for 75,000 men for 
three iiionth.s—in company A, First Il- 
linois Artillery. 
He went to 
Cairo; 
served under Gen. Grant there; re-en- 
li.sted for the war July 16, 1861, was 
promoted Dec. 1,1861, to adjutant of the 
Thirteenth 
Illinois Cavalry; 
served 
with that regiment and on the staff of 
Gen. John W. Davidson, participating 
in the battles with that command on 
the march to Helena and Little Rock, 
Ark. He was assigned to command it 
during the Arkansas 
campaign. 
In 
August, 1863, he assisted in raising the 
Third Arkansas Cavalry of Union white 
men of that state; was promoted to 
major and commanded the regiment 
until nearly the close of the war, par- 
ticipating in nearly all of the battle« 
in Arkansas under Gen. Steele. 


He went to Nebraska, settling 
in 
Omaha, with his brother, 
the 
late 
Bishop Clarkson, in March, 1866, and 
has lived in that state for nearly thirty 
years. 
He was postmaster of Omaha 
under President Harrison's last admin- 
istration. 


Bienuinl Convention of the (arand 
I'iiil«>(i 4»rd4>r. 


iNKiAN^roi.is 
Oct 
8—Th»^ 
eijihth 
bienni'i! meeting: o' the CHpUtii Grand 
Unitfd Order o; Old Ft-llowd ot Anier 
ica ^coioieo) 
begin here yftrterday 
The wfjrthy graud mftaler. J^mes F. 
Need hum, of Philadiilffhia, delivered 
his addrees to an audience f;: .JUO deie 
gates'rom viirious irttttea 
i'p^'rt 


of C. H. Brooks, ^rand Becrt tar?, noted 
that a treat many mf-mb>r;tibipH hiid 
been for'eited on a. count of 
hard 
timeF, but these hp.d bepii rnoif ihan 
over' Klaric d by a gnia r. m »•»:•« na. ii' 
bev hip. 
Dunrg the past two ye»i8 
414 upw brfii\cheii h^-ive bceu 
dded 
m&king a total m^^mVii-Tsh p o'f ov. r 
1.55,000. The oidtr owns property a id 
funds to the amount ot 
Tib ySi 12 ol 
which il7.933 20 is cash. 


IiVERY humor, whcthcir itchînff, burning, 


J hlw-dina. (jculy, cni.-r. li, pimply, or blotchy, 
wh'ithcr Biiupkr, «crofulovior hiimlit:iry, irom 
iuiuucy to ago, ure uow^dpeodily LUrcd by 


XAined for John ITithergpoon. 


The fine new building being erected 
in Pliiladelphia by the Presbyterian 
board of publication will be named the 
Witherspoon, after John Witherspoon, 
a signer of the declaration of independ- 
ence aud a president of Princ-eton col- 
lege. 


Mow's This! 


We oflTer One Hundred Dollars Reipfard for 
any case of Catarrh that cannot be CQred by 
Hall's Catarrh Cure. 


'IfFiii 
chii 


F..I. CHENEY &C0.. Props..Toledo,O. 
We the undersigned have known F. J, 
Cheney for the last 15 Tears, and believe him 
perfectly honorable m all business transac- 
tion and financially able to carry out any ob- 
ligation made by their firm. 
W i t Truax, wholesale druggists. Toledo. 
Ohio. 


Wat,ding, kinnan & MAEViN. wholesalc drug- 
«ists. Toledo Ohio. 
Hall's Catarrh Cure is taken internally- 
acting directly upon the blood and mucous 
surfaces of the system. Price 75c. per bottle, 
by all Drutigists. Testimonials free. 


Resolvenf 


À 
SKIN" and blood purifier of Incomp.-irahlo 
purity auJ curative power. Purely vegeta- 
ble, bafu, innoccMit, ami palatable. It apiK:al8 to 
all, aiui especially mothers, nuraes, and childrtsn. 


Sold throushout the world. Price, Ci ticcka, 5"c.» 
SiiAt", '.i'M'.; Kksolvevt. JOc. an.l 81. Poitkr Dbuo 
ANt) Chfm. Copi- , SO'P Props.. H<I«ton. 
l ^ " Uow to Cure Ulood uud Skia Uamora," tree. 
A. HATIERSLEy &.SOÌI. 
PLUMBERS I 


S T B A A d 
A . N D 


O A S 
F I T T E . R 3 . 


48 E^st Main Street. 


F o r t 
W a y n ® . 
I n d . 


F. J Z1M.MEKLY & CO. 
P R A C T I O A L 


Ì P t - U T V l B e R S . 


G a s 
a n d 
S t e ^ r n 
F i t t e r s . 


KO. 135 C;Al.HOIIlV STREET. 


into the boiling milk. 
Stir over 
fire until rather thick, then add 
vanilla and stand awAy to cool. 


the 
t i e 


HEALS 


RUNNING 
SORES 


CURES THE 
SERPENTiS 
STING 


•vmmntvraw 


In all its stages 
completely eradicat- 
ed by S.S.S. Obsti- 
nate s o r e s 
and 
ulcers yield to its heafing- jpowers. 
It re- 
moves the poison and ])uilds up the system 
Valuable treatise on the disease a nd its treatment mailed free. 
SWIFT SPECIFIC CO.. Atlanta. Ga. 


PLAIN PA8TiC WITH BUTTER. 


Three cups of sifted flour, one tea 
spoonful of salt, one cup or a half 
pound of butter, one teaspoonful of 
Bugar, nearly a cup of ice water. 


Have everything as cool as possible 
In warm weather stand the butter and 
flour in the re/rigejfftor several hour« 
before using ihem. 
SUt the flour, mes 
sure and put into a larj^e mixing bowl 
Add the sugar and salt, then place the 
butter in the flour, and with a sharp 
knife (a word of caution: 
Add the 
water v«ry carefully, wetting only, tbe 
dry flour, never stirriDg twice in oiw 
place), cut it quickly into small pieces 
at the same time mixing it with the 
flour. Now add the ice water gradually, 
lifting with a knife that portion which 
you have moistened first and pushing it 
to one side of the bowl. 
Wet another 
portion, and so continue until all is 
moistened. 
Then cut and mix it to- 
gether until jou can lift it irom the 
bowl with a kni:ei. 
Dredge the baking 
board lightly with flour, lurn the patte 
out on this, dredge with flour and roll 
lightly and quickly iiom you into a 
long thin sheet. 
Fold first the sides 
and then ihe ends, turn the paste 
around and roll from you again ss 
before. 
Fold and joll again then fold 
and stand on the ice until wanted. 
To 
have this paste a pt>r't ct success the 
materials should be 
cold, mixed 


and rolled quickly, nnd using a^ little 
flour as poesible in finidhing. 


PUFF paste. 


One pound of si'ted il mr, one pound 
of good butter, one teaspcoa'ul of talt, 
one teaspoonful of sugar, white of one 
egg, a cup or more of ice water. 


Srald a large bowl, then fill it with 
ice water snd let slund until the bowl 
i-i cold. Turn the wat< r out of the bowl 
Rtid nearly till it wiih ici» water. 
Wash 
the hands in hot soap suds, then rinse 
them in cold water but do not dry 
them. 
This prevents the butter from 
sticking to the hands and bowl. 
Place 
the butter in tbe ice water and wath 
by working it with the bands 
undtr 
the water until it becomes soft and 
elastic, thea pat it into a cake and put 
it on the ice until wanted. 
Put the 
iiour on a marbi« slab, or a vtry 
large 
meat platter. 
Make a well in the cen- 
ter of it, and put into this well a lump 
of the washed baiter the s'ze of an egg, 
the white of tie •'gp, sugsr and salt. 
Now work this with the thumb and 
two fingers to a paste, add gradually the 
ice water and work in gradually 
the 
flour. 
'A'lien ail is worked ia knead as 
you would bread for five minutes, then 
cut tbe paste into halves, roll out each 
half into ttBhe->^ quckly break the 
butter into bits anil 
ay it over one 
8hee^ 
Dredj^e it ibiikly with fl mr, 
cover with vbe other fcher-t, and pound 
lightly With the ro'hiîg îdi ; roll from 
you into a iong, thin sheet. 
Now fold 
in, 
first 
tbH 8ide^ 
then the ends 
turn the f aate around ho that the fold 
will run to and from you 
Now roll 
from you again, fold as before, place it 
on a tin pie dish and stand it away on 
the ice for 15 or 20 minutes. 
Then rr-li 
and fold twice again and ugain etandon 
the ice. 
Do this uotil you hnvw roiled 
it eight tin)« s. 
L'm it bland on the ice 
over night find ii is 
for usa. 
I' 


then rolled in a r.apkin aud put in a 


T H A D D E U S S. CLARKSON. 


Major Clarkson was on the executive 
committee of the National Council of 
Administration, G. A. R.. for three con- 
secutive years, and was elected depart- 
ment commander of Nebraska by ac- 
clamation at the eircampment in Feb- 
ruary, 1890. 
He has also been com- 
mander of the Loyal Legion of Ne- 
braska. 


A Qutet Place on Sunday. 


A well known Chicago 
gentleman 
visited Toronto, Ont, recently and was 
greatly surprised at the earnest man- 
ner in which the Canadians observe 
Sunday. He wrote to a, Chicago friend 
as follows: 
"This is a model town on 
Sunday. Street cars do not run. There 
are no hacks in the streets, and even 
automatic bawmeters and thermome- 
ters are stopped. Birds sit in the trees 
and wait for to-morrow. The tempera- 
ture of this hotel is so low that I am 
forced to the conclusion that the coal 
has refused to burn. 
Although the 
frost has touched the trees the leaves 
have stopped falling until to-morrow. 
No newspapers 
are 
issued 
Sunday, 
morning or evening; those for Monday 
are half sheets. The water on the lake 
is as smooth as a mirror and positively 
refuses to ripple until 
the 
Sabbath 
has passed. If you want qiiiet and rest 
come to Toronto and stop over -Sun- 
day. Supper has just been announced, 
but my digestive organs have also kept 
the Sabbath and I am actually not pre- 
pared to eat. 
Even the ink from my 
pen does not flow freely, and you must 
guess the rest." 


N p kitchen is/, kept cleaner, than th.- premises,defoted t o ' l i 
[".manufacture of MOME S O C H 
''No house- 


wife can be more fastidious in the nintisr of preparing food 
than-w-e are in the selection and pr^pariCion of the materials of 
which it is made. The cleaning cf the currants (for one thing) 
is more thoroughly done by mczns cf pcri"2cted appliances, 
than it would h2 possible to do it t y L:-.nJ. 


Its cleanliness, purity, wholesorj.e:ijc.-: s.nd deliciousness * 
are good reasons for using [NIOr-JiS: S U C M PJiiace M e a t . 
The best reason is its saving—of t'.ine, cf hard work, ofl 
money. 
A ten cent package aitcrds you two large pies, with- 
out trouble to you beyond the making cf the crust. 
Makes 
f i just as good fruit cake and fruit pudding as it does mincej 
H pie. 
Sold everywhere. 
Be sure and get the genuine. 


Send 3'our name and ¿tddress, and mention this paper, and we will mail^'oti freeabook— 
"Mrs. Popkius' Thauksgiving"—by one of tbe most iamous tumorous autbors of theday. 


MERRELL-SOULE CO., SYRACUSE, N. Y. 


¡ig^^g^gjigaHEBtBaaa 


llow She Knew. 


Kittie—Harry won't take "No" for an 
answer. 


Tribeña—How do you know? 
K-ittie—Because I shan't giVe it lo 
him.- 


If Yon Have a Sick Clill«! Tins jü Sure- 
ly a aiessRiee of Hope. 
This is the best ne*s for pan nts of 
weakly or sickly children. 
It is a fact 
that our peoj^le hare hereto ore not 
had the same opportunity for having 
their children who sufler from chronic 
or lingering complaints treated and 
cured by eminent fpecialists in chil- 
dren's diseaees as do the residents of 
the great cities where i-uch skilled 
physicians ri side. 
In other words our 
people have befn dt b'rr<d from feek- 
ing a cur« for their children by the 
great physicians, owing to the co(»t o' 
travel to the Img^ city ai d' the high 
fees charged by euch ph^siciars 


Here, there ore, is a chance 'or the 
cure of the children of our comnmuity 
which should not be lost. Dr 
Grteoe, 
of 35 West 14ih St., New York Ciiy, 
who is beyond doubt the most success- 
ful specialist in curing disehses of.chil 
dren, offers to give free consultation by 
mail in all cases o? children's com- 
plaints. 
Parents have the privilege of 
consulting 
Dr. Greene 
by 
letter 
describing 
their 
children's diseases 
and he wiU, a'ter carefully considering 
the tymptomá, write 
a letter fully 
explaining 
the 
trouble, 
telling 
everything about their complaint BO 
plainly that you will underdtand exact- 
ly what H)ls your children, 
lie will 


also give his advice, founded upon hi-j j 
. 
. 
. 


vast experietce and wonderful success | p r o d u c e d p c i f e c t l O l l i n t h i S l i n e . 
H a r m O X i y i l l C o l o r í ü g , 


in treating such cb.«, as to just what ^ ^ ^ ^ ^ ^^ áeüU^ii 
aBtl the bcst qu&Utitó of material make 


to do to effect a cure. All this will cofci 
. 
^ r ^ 
a- 


you nothing an.i you can ihushave cor.- oiu'Ocii pets aiid Rügó aUTactive 6Videii(3e ot Utility— 
sulfation with tbe best known physi made to wt^ar, hard to I<ick to pieces; prices ron up 
cian and acknovviedged mo.t.u.c.s 
^^^ . ^^^ 
standard makes. 
Mattings, Oil 


ful specialist in the worl.i wiihoul leav- 
, 
\ 
^ 
n j 
• 


ing home and si no expels-, whatever. O l o t h s a u d L m o l l U m S tO S U l t a l l í a U C i e S 
The doctor is the discoverer of that 
greatest of medicines, Dr Greene's Ner- 
vura blood and nerve remedy and has 
discovered many other mo¿l valuable 
remedies 
Wiiie to him now about 
your child, tor tfcis is a chance ol cure 
which you may never have again. 


H e r e we go af^aiu to liomt- City 
a n d 
r e t i i r n 
f o r 
oO«*, 
S u n d a y 
luuruiug a t 8:15. 
8.3 


Need pretty Carpets. They 
add fitiibh and grace, Art, 
and manufacturers 
have 


Indiana Furniture Co 


i66 -Calhoun Street. 


S I O N 
S 
t 
a 
t 
k 
O K 
I N D I A N A . 


m 


H E 
CAIkUB 
H O M E 
E A R L Y . 


'i- 


Í 


I 


Huiibrtno—(coarrifd two montha) 
Now wifey, dear, if I am not home 


Irnm t h e club Vy 10 o'clock, dou't wait for— 
Wi''e--(inte rup»!Of) 
No I won't wait, I will come after you 


op 


S u i t s 
t o 
O r d e r . 


•• • • 


$ 4 5 
S u i t s f o r 
$ 3 5 . 


$ 4 0 
i ? u i x s i o r 
^ 8 0 . 


$ ¿ 5 
S u i t s f o r 
$ 2 6 . 


$ 3 b 
S u i t s f o r 
$ 2 0 . 


S 2 5 
S i i l t i s f d r 
$ 1 8 . 
Good suits for $17. 


Overcoats to Order. 


$ 4 5 
O v e r c o a t , 
$ 3 0 . 


$ 3 5 
O v f i r c o a t v 
$ 2 0 - 


F i n e O v e r c o a t s 
f o r $ 
1 7 


a n d 
$ 
1 8 . 


G o o d P a n t a l o o n s 
$ 4 
5 0 . 


A P e r f e c t F i t O u a r a n t e e d , 


o r Money 
I ^ f u n d e d . 


A . 
F O S T E R 


M e r c h a n t 
T a i l o r , 


15 W. WaynftSt.. 
Fort Wa^ne. Ind. 


BRINGS 
SACK TO 
'YOUNGanoOID 


, 
m l o s r 


A W N H O O D 


Vi'K forfeitlf ourtcitimorilols are not 
tnie. He ve the dnifrpjst show them 
to yoM 01 afl<irei^8-witli HtampanU wt 
•nni; t eiul them nni! 1-cok KKKE. The 
SLIXIK OJf VOUTH CTiitw itJ! Kervcms Ulneoi-es. such aw 
•WeakMemory,Lo>:x of Jimin Power. Lost Vitalivy,Night- 
ly UmiASluns. Kvtt Ui'eami', HeH(iaclie,Painsin the Limbs 
ttnd Back and Insanltv. caiiiefl by yoirthful errors, or 
«xoe»i«eK, oveplnditlffehee orahii'-oof any kind of either 
eex. A^kfor ELIXIK OK VOUTH, take no other. Clper 
bottle. 6 for K. Sfilrt iiTider a puaraptee to cure or moa- 
ey rvtundea. HrepaitjU only by 


LLFFI OEKMAN HOSPITAL RENEOY CO^ 
« 
«KANU IUP»1>«. HCHLTTAM, . 


$5000 


TWO ACCIDENTS. 


B r a k Cornau 
Li. C o x H a s a F o o t 


C r u H h e d . 


S w i t c h m a n Cicorie« £. 
Tranain« 
11H» 
Two Fii^Kerti CrasheU^-AflalrM 
of t h e Sliop. 


Tiiö'Pénn'6:nw«n4kîë^ 


T r a ^ E u n by Central •nzcte»' 


ABFOLIOWS? 
* Daily, t Daily, except Sunday. 
FRM FT. WAYNE TO 
I-EAVA 
ARRRVT 


Trains depart fr.->m Pennsylvania Station. 
Fort Wayne Ind. 
. 
East Bound. 
W^'t R(»una. 
•:540a.m 
'3 45 a m . 
•^52 a m. From Chi 
10 a m. 
tt lOp.m 
t 7 10 a.m. 
" »T45p.m 
ni4ua.m. 
'•••9 25P m. Limited 
4 30 p.m. 
tie3op,m. from Chi 
5 40p.m. 


r< RAND EAPIDS & INDI AK A. R.R. 
Ijr 
In eifect Sept. 27. 1896. 


NORTH BOUND. 


*.For Grand Rapids and north 
2 40 am 
f 
815 am 


4 ! " 
>. 
2 55 pm 
tBrom Richmond arrives 
6 25 pm 


SOUTH BOUA'D. 


'='For Richmond and Cincinnati 
12 4>a ^ 
t 
5 45 am 
f"; 
12 35 pm 


iFrom Grand iiapids arrives 
715 pm 


*'Daily. 
tDaUy except ; Sunday. 


W A B A . 8 H R A ] X , P . O A D . 


Jiffective May 17. 1896. 


N o . 
EOLJSO E A S T . 
DBPA31. 


2. N. Y, A Boston Limited, daily 
4:48 am 


10. Tol^oJA-MJal Ex.. daily 
6:00 am 


t N. y. and N. Eng. Flyer, daily 
.11:48 am 


4. Fast Mail Qnd Exp., ex. Sunday.. 7:25 pm 


GOING WEST. 


6. Pacific Expreas. ex Sunday 
8:00 am 
7 Kan. City (Jannon Ball, daily 
1:00 pm 
1. Government Fast Mail, daily 
6:30 x)m 
3. 8t. Louis Vestibule Lim.. daily... 8:10 i>m 
73. Andrews I^cal, ex. Sunday 
l:On pm 


11. Toledo Acccm. ar., ex. Sunday 
12:30 pm 
9. Toledo-Pt W. spec. Sun. only. ar..lO:.30 pm 


E. L. Cox, a 
brakeman 
employed 
upon the Pittsburg road, met with 
an 
accident last evenicg which may result 
in 
maiming 
him 
for lire. 
H e was a 
member 
of 
t h e 
<5rew of west bouD>i 
frf-ight train No. 71., which was pailicg 
out of Plymouth^&t. 7 o'clock, and was 
thrown ofi' a car by a t u d d e n jolt. 
B e 
alighted 
upon 
the 
tracka 
in t uch a 
Haanuer that his If ft foot w e c t 
under 
the whf-els and was crushed, 
Mr. COJC 
also 
received 
some 
painful 
bruiaes 
about 
the 
head and body by the fftlJ. 
He 
was 
brought 
to this city on the 
limited at 9:20 and faben to St Joseph 
hospital, where Dr. Stemen attended 
him. 
The surgeon wili 
ecde-ivor 
to 
save the injured member, ihou^ih it is 
badly crushed. 
Mr. Cox 
ia 
married 
and resides on Horace street. 


1,08T TWO FISOEBS. 


George B. Tjatieue. 
a Nickel 
Plate 
switch man. lost the 
first 
a c d 
second 
fingfTB 
of his right 
hand yesterday. 
The accident 
occurred 
when 
b e 
at- 
temptt'd to couple a caboose onto train 
36, which was about to leave t h e yards. 
Mr. 
Traneue 
walked to 
St 
Joseph 
boepital. where 
Dr. 
J. 
M 
Dinnen 
drefsed 
bis wounded 
h^iid. 
This is 
t h e eécond "accident 
of 
its ¿báracter 
w h i f h 
baa happened 
in 
t h e 
Nickel 
Plate yards within t h e past two montl s, 
George Olmstead only recently 
having 
resumed work 
a'ter 
rt cuvering 
from 
iDjuries to hia ri);ht hand. 


SaiiF MEN a ION 


A. L. Hadley has gone to St. 
Louis 
on business for the electric corporation, 


J o h n Dalton, the new benedick 
re- 
fUTUfd his duties in t h e tlectric 
light 
offices this morning. 


It is denied that A. J. Smith, general 
passenger agent of the Lake Shore, will 
rreign on January 1 


Engineer 
William 
Haenel, of 
t h e 
Nickel Plate, caught two fine pickerel 
at t h e Rudidill dam yesterday. 


T. J. Ryan, of Cincinnati, and W. 
J . 
Buckley, of Chicago, répreBeutativeB of 
t h e electric corporation, aré in the city 
today. 
' 
• 


A. E Collett. of t h e Wabash offices, 
attended the St. Louis exposition to 
day. 
H e 
was acc^Eopanied 
by 
Mrs 
Collett. 


J. Auth. Nickel Plate braktman, has 
resumed his work on the road after an 
abaence on 
account of 
the illness of 
bis wi'e. 
t 


Trainmaster C. E Wells, of the 
Wa- 
bftfah, spent 
the 
night 
in 
thid city, 
leaving 
for P»iru 
at 
8 o'clock 
this 
morning. 


Brakem&n 
A. J. 
Sievenp, 
of 
lbs? 
Mckfcl Plate, is preparing for a vióit lo 
his old home in 
Virginia, 
where his 
parents &tili reaiue. 


The W&bssh fa^,t r/iail trai?i oíí Mon j 
day ran from E.üüí St, Louia to Decatur, ! 
Ill ,110 mikp, 
in 
125 rainales, 
time | 
taken for two slops to be deducLed, 
; 


Herman 
Kaada, 
¡aachinist 
at 
the! 
Wabash bhoj'S, has 
been 
tranBfeircd i 
from this city to Ashley, to work until j 
busineBs improveB in the ehops at this i ' 


together with construction mater'al. t i 
Newulm, Minn., were among t i e 
ship- 
ttieatH ii.rom the «'lectrio works today. 


Mai-t!»; K?"«nii r IM 
rut',- again 
at 
il.-e Pin.Hhurg si.rp-, afiei 
n severe at- 
tack o! lung iever. 


T J 
Roilalmujih IB Iv-oking alter the 
iut»>rf>nt8 of the Peinisylvfinia oompany 
at Plymouth today, 


Anthony Gerard, 
of 
the 
Pittsbur 


laeksmith t-hoj), is oil duty today on 
atcuuiit of tlie death o- a relative. 


Ii bnowed in Miciiigtin last nicht and 
Grand Kapids trains irom 
\he 
north 
this morning 
gave evidence of 
that 
ftct 


J a m e s A Grtth-vra and W. W. 
Todd, 
of the Peiitibj IvAnta, went to Chicago 
this morning Lin tuiiut-Bs ;or the com 
pany. 


J G. Kensill and James Murphy re- 
hUmed tbeir plhc»B in 
the 
Pittsburg 
boiler thop I his morning, alter a day's 
absence. 


Thom«8 P fitter, an employe at t h e 
Nicktl 
iound houae, is t h e father 


of a tine baby 
boy, 
who put in an ap- 
pearance Tuesday. 


Nickel 
Plate 
Braktm.an 
Stalty 
is 
recjveriug rom an attack of tonsilitis, 
which 
has 
k e p t 
him 'rom his work 
since last Saturday. 


C N McKinney. a lineman cn 
t h e 
Pennsylvania has resumed work alter 
a ten days' vacation, a portion ol which 
was t p e n l at Mantfield. 


W G Hesaer.of t h e tlectric works, 
wrill be coi fi 
to his room, 25 West 
Lewis street, two weeks on account of 
a bad case of iLfi^mmation to both his 
eyes. 


Mrs. LOUIB Stetter has returned from 
Preble, Ind , where »he was the guest 
of her parents a week 
Her 
husband 
is tm^iloyed 
in 
the 
Piiibbur« 
round 


iiOUbe. 


Christian Bruns baa been placed un- 
der 
quaiantine 
rules on 
account ot 
some members of his lamily being sick 


With diphtheria. 
.He ia employed 
in 
the P u t s b u r g blacksmith shop. 


The new train which the Cincinnati, 
Üamilicn 
and 
D.ayioa ia to fit up to 
run botweeu Cincinnati 
and 
Chicago 
in answer to the iram 
i-ivirii'Jy 
put on 
by the jüonon, is to be 
;quara 
vesti- 
buk-d. 


The employes of the PittfcbuTg lum- 
ber yards are undergoing a new exper- 
ience today. They are oö duty because 
there is no lumber to loud or unload, i 


^ A VAGKR have healthy 
ohililrt'ii. 
.So-railed 
uncivilized 
w o m e n 
have no tronlilt 
m 
the heariiii^; of child- 
ren. 
T h e y 
h . i v c 
pniotically no 
sick- 
iic.s.s and 
C(>in])aia- 
tivcly little ]Kun at 
tliat time. 
It is be- 
cause tlu-y live na- 
tnnil lives. 
It is cer- 
tainly nnnalnral tiiiii. 
there shoiiUl be pain 
and 
danger attend-- 
iiiLC the greate.st and 
most 
w o n (1 e r f II1 
fiinction of which a 
human bein.u, is ca- 
pable. 
Civilized wo- 
men 
are the 
ones 
whose 
l i v e s 
a n d 
training seem to iin- 
lit them for the per- 
f o r i n a n c e 
of 
tlie 
duties 
of 
wifehood 
and 
motherliood. 
However, if they are kept in a perfectly 
strong and healthy condition during the 
period of gestation, there is no reason 
why the coniing of baby sliould be dread- 
ed." 
Perhaps the greatest usefulness of 
Dr. Pierce's Favorite Proscription is in 
preparing women for this ordeal. 
It acts 
directjiy on the organs distinctly feminine 
and makes them .strong and lie.althy. 
It 
insures the well-being of both inother 
and child. 
Thousands of letters similar 
to the followi:tig have been received ; 


" I can recommend Dr. Pierce's Favorite Pre- 
scription as being far ahead of a n y o t l i e r medi- 
cine fbr a woman raising a family. 
I have three 
children ; for the first two I suflered each lime 
for twelve hours. 
Ucfore my last child was born, 
I took 'I'avorite Prescription* using only three 
bottles of it, and when 1 was confined, I sufiered 
verv little, and was in i:il)or onlv a very short 
time." 
Mrs. Nancy J. Porter, ot Rodney, Mo- 
nona Co., Iowa. 


E^'ery w o m a n in America oueht to have Doctor 
Pierce's "Coramou Sense Medical Adviser." 
It 
is a handsomely illustrated volume of a thousand 
and eight pages, coutaining several chapters de- 
voted entirely to the reproductive physiology of 
women. 
It will be sent, paper-bound, 
absoluldy 
free on receipt of 21 cents in one-cent stamps to 
pay cost of mailing ow/v, by the World's Di.speii- 
sar>' Medical As.sociation, BufTato, N. Y. If hand- 
some French cloth binding is desired, ten ceutk 
extra, thirtv-one cents iu all, should be seut. 


STROKK FOR A HUBBY 


NEW JERSEY 
GIRL TAKES 
A D - 
VANTAGE OF LEA.^ YEAR. 


K i i i n n p i x u l 
unci 
W e d i l e t l 
H o r 
S w e e i - 


l i o a r t in S p i t e of H i s 
F u l h o r 
- l.ove 


Will I'ind tiie W a y 
— l.ea|> 
V f a r 
in 


T\e\v 
.lersev. 


til 
; 


church, Rt V Stellhorn officiating 
Mrs. 
Hamilton was the daughter of Mr, and 
Mrs, L luifct Koehler. 
The Bass black- 
smith shop, where the 
bereaved 
hus- 
band IS employed, 
will b ^ closed t' - 
morrow afternoon and t h e 
men '«ill 
attend the luneral. 


The Nickel Plate employes will m a k e 
ft pilgrimage to Canton next Saturday. 
They will leave 
this 
city on No. 2 at 
2:30 o'clock 
in 
the 
morning; 
go 
to 
Cleveland and thence 
to Canton over 
the Cleveland, Canton and 
Southert. 
road. 
Majpy of the trainmen and shop- 
men at Chicago and Stony I s l a t d wili 
also m a k e the trip and the 
delpgation 
will probably number 150 0/ 
20J 
per- 
sons. 
An eöort will 
be made to have 
the republican d r u m corps at this p'ace 
accompany t h e party 


Within the last ten days large blocks 
something thai has not happened 
be-1 ^^f 
spcuritiea 
and 
stock 
of 
the 


lore for a long time. 


Joseph Carry received an u^ily wound 
in one o; his arms yesterduy, 
while at 
work in the P i l t s l u ' g blacksmith shop. 
&e also had 
one 
of 
his 
eyea bad y 
burned by & hot ECdlOi. 
Mr, Carry 
has 
taken a lay oft, pending repairs. 


There has been a wholesale discharge 
of 
conductors 
on 
t h e 
Heu?ton and 
Texas Central in t h e last ten days, men 
who bad been in the company's strvice 
twenty years or more 
being 
dropped. 
The < fficials decline to give the reason 
fbr their dismissal. 
j 


A. J. O'Reilly, commercial agent at 
Indianapolis, has been appointed 
gen- 
eral 
agent ^ of t h e Louisville, New Al- 


LouiBville, 
New 
Albany and Chicago 
have changed h.qnds and much interest 
is ¡shown aa to whom 
the 
purchasini,' 
parties are. 
Some of those who 
think 
they are o? keen perception fcay that it 
ii9 the Woodford syndicate, which 
con- 
dolí 
the Cincinnati, 
Hamilton 
and 
Divyton and which, they think, 
is i o 
have a hand iu t h e 
reorganization 
o< 
t h e Monon, while others seem fqually 
confident that, deppite all denials, the 
Southern 
railway 
is endeavoring 
t< 
secure control and get into Chicago. 


MAINE'S NEW GOVERNOR. 


L l e w e l l y n P o w e r s R e c e i v e d 
t h e 
L a r g e s t 


M a j o r i t y E v e r G i v e n 
M a i n e Candidate. 


Llewellyn 
Powers, recently 
chosen 
bany 
and 
Chicago, 
with jurisdiction 
governor of Maine by 48,000 majority, 
over ail matters pertaining to the oper-! was born fifty-eight years ago in an old 
ating department 
at 
Indianapolis 
in ! log hut in the town of Pittsfleld. 
He 
addition to his present duties. 
entered Colby University in the class 
of '61, but during the second year left 
A 
special 
train 
of three coaches,; 
institution and took a course in 
carrying a party o- Logausport citizens | 
Dean Law School of the Albany 
to Canton, 
pa sed 
through 
this city, | University. 
After graduation from the 
over t h e Pittsburg, at 8:15 o'clock this ; law school he was admitted to the New 
morning. 
The train was in 
charge of 
Conductor J o h n Phipps and was hauled 
by engine 167, with Engineer Thomas 
Dyer at the throttle. 


Passenger cffioiala ^t-ite that the pas- 
senger 
receipts 
from the county and 
state fairs t h e patft fall have been 
dis- 
appointing 
in but '(w cases e x c e t d i r g 
40 per 
cent, 
of 
what 
they 
usually 
a m o u n t to, and this has thown more in 
the 
earnings 
than 
one 
who has not 
investigated t h e matter would think. 


J S Leahy bas been appointed g< n- 
eral scuthern agent of the 
Cincinnati, 
Hamilton and Deyton, with 
headqunr- 
ters at Cincinrati, in charge of bueinees 
tH-iginatiog in Cii cinnati, lioutb of thè 
Ohio river and east oi tJbe 
MiKaissipji 
river; J R 
McGregor, 
traveliiig 
pas 
Berger agent ; Perry Gnffia, northwest- 
ern passer gf>r agent, wiih heed quarters 
at ChxHgo, 


li. is stated that 
the 
Pennsylvania 
company has under conaideration 
still 
'.urthtr 
sbortejiiiog ils running 
time 
between L :uibvillo and Chicago, claim 
î»g Ihftt if for»:ed to do £0 it can m a k e 
•he run be'-ivj^en the 
two- cities 
o t e 
hour or more quicker 
iLan cp.n 
its 
c;3mpi tilo;2. 
When 
il'.e 
i o u t h e i n 
j icurifct travel k'-ìb ic the hcbcnuie 
may 
I ihr-ii b© eu «rrf.rfcd, f?»js one 
of 
the 
1 rtbcials. 


I 
r or a half hour i±d& aicru'ug 
K 
F. 


i .lioii^hti-s, of the 
Vviibafcb ticket office, 
WAa probably the busie^t iaan in 
Foil 
Wayiie. 
ï!'..i.iUes aelllng a a'.mber 0' 
tickft.q to •?f>ïioui? ]:oini.E ii:; Ohio, 
l i d i 


York bar in Albany county, but in that 
year returned to Maine, was admitted 
to the Somerset county bar, went to 
Houlton and began practice. 
His poli- 
tical career is one of very marked suc- 
cess. 
His first office was that of coun- 
ty attorney, to which he was elected in 
1864. In 1867 he was re-elected to that 
office and served seven years. 
In 1869 
he was appointed by President Grant 
collector of the district of Aroostook. 
He served in the legislatures of 1875, 
1876 and 1877. 
In 1878 he was sent to 
congress as representative 
from the 
fourth Maine district. 
In 1880 he was 
renominated by acclamation, but met 
defeat at the hands of the greenb^ck- 
ers. 
Mr. Powers 
has 
been married 


HON. LLEWELLYN POWERS, 
nine years. 
His wife's maiden name 
was Martha Avarili, daughter of Lu- 
ther H. Averill of Old Town. 


OhiOBHO depot. Olark and 12th atrenp^ 
^ f f i u o depot. Exchange and afichisan St 
R OB. 8 and 4 and local 
exciD^ Bandar. Other 


EAST. 
A.rrive. 


•No. 2 JN. Y. & Boston Ex....*2 55 am 
tNo. 4. Cleveland Mail 
1150 pm 
a uo pm 
• ÍO. 6 ^«rtern Express 
pm »e 25 pm 
t L o ^ ^'ifirht 
4 25 pm 
7 20 am 


WEST. 
Arrive. Depart. 


»ifo 1 Chicago Express 
55 am »2 05 am 


t' io! 8 (Sicago Mail 
105 pm 
115 pm 
•No 5 Western Express 
»4 05 pm *410 pm 
t L ^ l ^ i « h t 
3 22 pm 7 00 am 


l i â t trains' daÜT 
ns dtily. 


Depart. 
•3 05 am 
2 00 pm 


•i»auy. 
tDaily Except Sunday 


L 
AKKE SHORE & MICHIGAN SOUTH- 
ERN RAILWAY-Fort Wayne Branch. 


SOÜTHWABD. 


No. 462 Way FreiBht 
..,.,.... . 
No. 456 Cin. Express arid Mad 
No. 410 Detroit and Ind'pls Express 


NORTH WARP. 


5 25 pm 
1100 am 
355 pro 
I »«PART. 


No. 463 Way Freight 
-vv;- 


No. 4S7 Through Kxprfas and Mail.. 
Ifo. 459 Detroit and Indianap'lis Ex 


640 am 
11 45 am 
445pm 


point. 


Cornelius 
ttdgeman 
and 
Wiiiiard 
Smith, machinists, W N. Hoistmeyer 
and William Zimmerman, boilermakers, 
are at Andrews 
today 
repairing 
Wa- 
bash engine 422. 


The friendly mfinner the Lake 
Erie 
and Wesitsrn and Wabath are working 
together 
is excilieg 
comment. 
For 
some years 
the 
relations 
have been 
somewhat strained. 


Dr. 
E, 
F. 
Wagner 
left today for 
Cleveland, where he will tomorrow 
at- 
tend 
t h e 
annual meeting 
of all t h e 
medical examiners of the Pennsylvania 
Voluntary Relief association. 


The Wabash for some time past 
has 
been 
and 
is now 
expending a good 
deal of money in rebuilding and repair- 
ing its bridges, not only on 
t h e 
main 
line, 
but 
on 
its lees important 
di- 
visions. 


T h e present 
undtrstanding is that 
the Cincinnati Freight bur<au will, on 
l^he-irst of the year, pass out of 
exist- 
ence, as efforts to continue it after that 
date have not met with the 
ercourage- 
men t anticipated 


A 
500 light 
incandeficerit 
and 
a 
thirty five light arc dynamo to Green- 
wich, Ohio, and a 1 000 light 
incindes 
cent 
and a forty light 
arc 
dynamo, 


ana 
and 
illiRois, he disposed oí 
128 


The FIv a« a Viftiin-Hiinfer. 


Flies are despised, but if every one 


.. , 
, 
, 
, 
1 
t 
J i 
was as persistent and hard to discour- 
tick'^ta ic psrlies wiiG were bour.d for : 
^ 
^ 
, 
, , 
, , 
, 
! âge as a il v more people would suc- 


Huniingvou io aUend the Hntfual re- ; ^ ^ , 
„ 
„ 
.. 
, ceed. 
When a fly gets after a person it 
union 
of iha Esghty eigbth regiment.; j-^gver i^nows what it is to stop. 
It may 
Indiana vatuuteer?», which takes 
place 
in that city tcduy. 


The 'uneral oi the lute Mits. 
Wd.iam 
Hamilton, 
ho 
died f-.uddenly yasif r 
day morrAf.g, 
wiii take itiac^- irom 
tbe 
resi'ieDcf, on South Lsfayette ftreet, a t ! makes a mor 
1:30 o'clock tomorrow 
a'ternoon, 
and 
at 2 o'clock ir-^m th^ Grace 
Reformed 


Awarded 
Highest Honors—World's Fair, 


bo scraped off fifty times, but.it irame- 
uiately comes back again and lights in 
about the same place. 
Sometimes iL 
flies off some distance and the jjcrse- 
cnted person thinks it is gone, but it 
never forgets and soon 
returns and 
determined effort than 
ever. 
All efforts to kill a fly ti«ually 
resvilt only in personal injury and do 
not even scare the fly. The bible holds 
Job up as an example of patience, but 
we bet there were no flies in his time. 
—Atchison Globe, 


OL'NG 
women 
of 
.New .Jerseyhavean 
advanced 
idea 
of 
(^ap 
year 
])rivi- 
leges 
if 
one 
may 
judge 
from 
(he 
circumstances 
at- 
tending a wedding 
which 
occurred 
a 
few days ago near 
Morristown. 
The 
affair 
included 
a 
ease of kidnapping, but this time it was 
i the bride who drove up to the house of 
the prospective bridegroom in a ciooed 
carriage and drove away with him to a 
minister, by whom they were qui.-kly 
married. 


Julian Slaughter is the gentleman in 
the case. 
He is about 3.5 years old, 
and has been very ill of late, suffering 
from heart trouble. 
The malady has 
affected him for 
five 
or six years. 
About a year ago he was well enough 
to go the races at Sheepshead 
Bay, 
and while there met and fell in love 
with Miss Anna Pickering of Bridge- 
port. 
She is a very beautiful young 
girl and tolerably well to do in her 
own right. 
The feeling of interest in 
the couple was mutual, and in a short 
time they found themselves head over 
heels in love. 
Jvilian gave his father, 
Thomas J. Slaug3iter, an 
intimation 
that he might shortly be invited to a 
wedding, 
but 
the 
old 
gentleman 
frowned upon 
the 
suggestion. 
Mr. 
Slaughter 
is 
a 
rosegrower 
and 
wealthy, and he is said to have been 
pleased with the girl, but he did not 


M O S T F c R F E C T 
MADB. 


A pure Grape Cream of Tartar Powder. Free 
fiom Ammoiiia, Alum or any other adulterant, 
4 0 YEAR5 THE -S'^A.NDAR.D. 


Angels' Food. 


The secret in making angels' food 
lies in the baking of it. 
Sift one cup 
of flour and one teaspoonful of cream 
of tartar several times through a fine 
sieve. 
Beat the whites of nine eggs to 
a stiff froth and to them add one cup 
and a half of sifted granulated sngar; 
mix carefully into this stirring 
con- 
stantly, the sifted flour, and add one 
teaspoonful of extract of vanilla. I'our 
this batter in\o an ungreascd pan and 
bake in a slow oven for •!:) minulcs. 
When baked, tnrn the pan u])si(ic liown 
on sometliing that will admit of ih»' lir 
passing under it, and allow it. to siaml 
until the cako falls fi'om ihc tin, 
Ico 
with white icing. 
Be careful in mak- 
ing tihis cakc to have ¡ill the insrciii- 
ents as light a<s pos,-^ib!<>. 


MISS A N N A 
PICKERING. 
Want his son to marry on account of 
the state of his health. 


Miss Pickering understood that she 
was to become the wife of Julian, but 
got rather tired of the Wait she was 
having. 
She resolved the other day to 
hasten matters, and she did. 
Julian 
and his father had been stopping at 
the Hotel 
Breslin, Lake 
Hopatcong, 
during the 
summer, and Anna went 
there, but she could not see her lover 
on account of his being confined to his 
room. 
The idea of her being so near to 
him and yet so far away from him 
made her very unhappy, so she made a 
sudden 
and 
desperate resolve. 
She 
knew that Julian would be only too 
glad to see her and to marry her at 
once, but his father stood sternly iu 
the way. 
The 
season 
at the hotel 
closed, and all the guests wsnt away. 
Julian was taken to his father's home, 
and was there attended by a nurse. 


Miss Pickering went to live in a ho- 
tel at Chatham, which is only a short 
distance 
away. 
There 
she watched 
closely 
and 
made 
many 
inquiries. 
Among other things she learned wae 
lhat the elder Slaughter was in 
the 
habit of 
going to New York about 
three days in the week to attend to 
business. 
On 
Tuesday 
last, 
when 
Julian's father went to Nef\v York, .-he 
drove over from Chatham in a hired 
carriage and stopped at the handsome 
home of the Slaughters. 
She sent word 
up to Julian that she wanted him to 
come along. 
In a few moments two 
men carried Julian out of the house 
and down to the carriage, iu which he 
was placed. 
The driver then got or- 
ders to take the couple to Chatham. 
Arriving, there. Rev, WilLiam M-.Pick- 


SACRED CONFIDENCE. 


NO WOMAN'S LETTER 
PUBLISHED 
EXCEPT BY REQUEST. 


Mrs. Plnkham's Tender Kelations With 
the Suffering of Her Sex—Women Who 
Cannot Hide Their Happiness. 
There is a class of women who, from 
their own experience, sympathize with 
their suffering sisters, and in order 
that such suffering 
^ 


may be lessened, no 
bly put aside false 
modesty 
and 
in ^ 
^ ^ 
heartfelt 
gratitude 
publish 
to 
the 
world 
•what every 
w o m a n 
s h o u l d 
know. 


Mrs. W. 
L. Elliott, 
Liscomb, 
lovra, is 
one of 
those 
w o m e n , 
and 
has 
requested 
us to pub- 
l i s h 
t h e 
facts in her 
case, 
other- 
wise it would 
not be done, as 
all ."juch evidence 
is treated in sacred confidence, unless 
publication is requested by the writer. 


Shtj 
says to Mrs. Pinkham:—" I 
wish you would publish the 
circum- 
stances of my case, in order that other 
women may be benefited by my expe- 
rience. 


" I doctored nearly all the time for 
two years. 
I spent several hundred 
dollars without receiving much benefit. 
Last June I wrote to you and described 
all my aches and pains. 
Such a long 
list as there was: headache, 
back- 
ache, 
bearing-down 
pains, 
terrible 
soreness, constipation, dizziness, feel- 
ing of extreme lassitude, irregularity 
and nausea; 
but j^ou answered my 
letter and told me just what to do. 
I 
followed your advice. 


" After taking eight bottles of the 
Vegetable Compound and three bot- 
tles of Blood Purifier, I am glad to 
write jrou that I have not enjoyed such 
good health for years, and I am able 
to do all my own work. 
I can surely 
sound the praises of Lydia K. Pink- 
ham's 
"Vegetable Compound, 
and 
a 
number of my friends are taking- it 
upon my recommendation."—MiiS. W. 
L. ELLIOTT, Liscomb, Iowa. 


A b s o l u t e l y 
P u r e . 


A cream of tartar baking powder. Highest 
of all in IcaveniiiK streiiKth.—Latest United 
States Government Food Eet'ort. 
KOVAL JÎAKLNO I'OU DKP. ('O.. New York. 


slay, with whom Anv.ii had prcviou's'y 
made arrangement,^, 
performed 
the 
ceremony. 
One of the witnesses was 
the minister's stable boy. 


From the minister's house the couple 
were diiveii to the private 
boarding 
house of Mrs. Alsop Purdy, on Main 
street, Chatham, 
They are there now, 
and Mrs. Slaughter says that her hus- 
band's heart 
has improved 
much 
i:i 
the past few days. 
Slaughter 
senior 
refuses to discuss the matter bey:)nd 
saying that he only objected because of 
Julian's poor health. 


Su-f»et Her)»!!. 


From some dim and misty corner of 
memory comes a waft of pennyroyal. 
A 
hillside thickly 
carpeted with the 
fine pungent growth, a group of chil- 
dren at play, a summer afternoon, blue 
sky, white clouds, the sound of a plash- 
ing brook and the freshness of life be- 
fore it had known sorrow or guile—all 
are blended with the homely 
penny- 
royal. 
Aromatic and fragrant, its later 
associations are with the Adirondack 
camps and nights v/hen gnats and mos- 
quitoes bombarded the veranda, but its 
first and <learest memory is of happy 
wanderings in lovely woods and fields. 
It was once part of every matron's care 
to gather great bunches of catnip, mint, 
sweet fern and other herbs and store 
them away for future use. 
Many a 
bitter decoction, potent in times of ifl- 
ness or fever, was brewed from these 
dried herbs, and perhaps from very ter- 
ror of the very nauseous drau.eht the 
Invalid hastened to get well. 
Of the 
lavender, which made sweet the linen 
;loset, of the bay leaves useful in flavor- 
ing, or other sweet herbs which grew 
for pleasing and for healing, we have 
agreeable recolleciions,though the fash- 
ton of gathering them has largely gone 
out, except among the quaint and pa- 
tient Shakers, who find it profitable 
to distill remedies from the herbs which 
hide the secrets of nature's heart. 
Lini- 
ments, elixirs, cough sirups and potions 
galore are compounded of sweet-smell- 
ing and bitter herbs by these kind peo- 
ple.—-Harper's Bazar. 


CIDER-MAKING 
IN GERMANY. 


The Alanafactnrn 1» Carried 
On In » 
Very Primitive Way. 


The British consul general at Frank- 
fort in his last report refers to the pro- 
duction of cider in Germany, says the 
Pall Mall Gazette. 
It has been manu- 
factured for many years at Frankfort 
of excellent quality. In south Germany, 
except in the vine-growing districts of 
Bavaria and the strictly grape districts, 
a great amount of cider is produced and 
consumed. 
The manufacture for the 
most part is carried on by inn-keepers, 
and from home grown apples. 
When 
these are not enough foreign fruit is 
brought. 
Apples for pressing are im- 
ported < from Switzerland and Austria- 
Hungafy, and in bad seasons from Bel- 
gium, Holland and France as well, and 
some foreign governments 
have 
re- 
duced the tariff and arranged for the 
rapid transit of the fruit. 
The manu- 
facture is still 
carried on in a 
very 
primitive way. 
The apples are thor- 
oughly washed, then mashed in small 
handmills and left to ferment for a 
short time,after which they are pressed. 
For private consumption the 
cake 
is 
then mixed again with water and again 
pressed. 
This cider as a rule remains 
cloudy and has a milky,yellowish color. 
It is much consumed in small villages 
and as a home drink by the peasants. 
In large factories, of which Frankfort 
is the center, a full, clear cider, suitable 
for export, is produced. 
The export of 
late years has increased a good deal as 
the result of constant efforts to that 
end. 
Champagne cider is also much 
in demand on account of its cheapness, 
and. if of a good quality, is but slightly 
inferior to the local sparkling wines. 
In 1895 the home apple harvest was very 
bad in Germany. The Frankfort manu- 
facturers think the good reputation of 
their cider is due to the excellence of 
the fruit they get from the Main val- 
ley, Bavaria, Baden and Hesse. 
They 
have secured markets abroad in Africa, 
South America and .Tapan. 
The cham- 
pagne cider is got up in the same style 
as other sparkling wines. 


fioinnainljiiUsiu. 


At 2 o'clock Sunday morning, Mrs. 
Sheehan, livin.g at 90 Ruggles street, 
heard a loud knock at her door. 
Her 
husband had been out of the city for 
some time, and she supposed that he 
had returned by a late train, so she 
opened the door without 
hesitation. 
Instead of her husband appearing be- 
fore her a white-sheeted figure, which 
she made out to be a 
yotmg 
man, 
glided past her without 
speaking 
a 
word. 
He then passed into the kitchen 
and 
Mrs, Sheehan, greatly 
alarmed, 
followed, finding the visitor lying full 
length upon the 
stove. 
She 
gained 
presence of mind enough to ask if he 
was ill, and, receiving no reply, she 
determined to light a match and 
get 
a look at the young man's face. 
With 
much surprise she recognized the fea- 
tures of W'illiam Doolan, who is 
a 
messenger and a near neighbor. 
Mean- 
while at 110 
Ruggles 
street, having 
been awakened by the slamming of a 
door, John Doolan was looking around 
the house for his son; and not being 
able to find him, be dressed and v/ent 
out on the street in search of a police- 
man. 
As he hurried down the rstreet 
he noUced a bright light in the house 
of airs. Sheehan. and knocked 
upon 
the door to learii what was wrong in 
the house of his neighbor at that hour 
of the night, 
Mrs, Sheehan came to 
the door and her 
first 
remark 
was, 
"Have you come after Will?" 
Stories 
were (iiiickly 
exchanged, 
and 
Mrs. 
Sheehan led the way to the kitc.ann, 
where Iho cause of so much 
disturb- 
ance was t'odud upon the stove, fast 
asleep. 
The father (tied to take him 
home without awakening him. but he 
was aroused on the street, and a more 
surprised mortal would be 
hard 
to 
lind.—Boston Transcript. 


An iHvitiition i:f> tho World. 


Henley would gain still further in 
attractiveness if tiie oarsmen of many 
other countries would be good enough 
to visit us. 
There is oxcellent rawing 
in Germany and, we doubt not, also la 
France; and if the Itahans rould uut 
make a more ttian rei-pectable figure on 
the Thames it is certainly for no ¡ack 
of water. 
Why, loo. doctj not Greece 
send a crew to Henley.' 
Kinglake in 
his delightful book •T':otheu" maint-.iins 
that the ancient Greeks were 
never 
really a seafaring people, but that they 
crept from island to island and from 
shore to shore iu as smooth and land- 
locked water as they could find, and he 
adds that their descendants 
practice 
the same prudential tactics. 
Be that as 
it may, they would bo as warmly wel- 
comed at Henley as recently were our 
own countrymen in the Olympic games 
held 
in Athens. 
We, too. have 
our 
Olympic games and would gladly enter- 
tain the whole world when they come 
round,—London 
Standard. 


Aluminium Üiatuond.í. 


It is well known 
to jewelers 
that 
aluminium will mark a glass or "paste'' 
diamond, but not the true gem, provid- 
ed the surface is wet. This fact has now 
been applied in the production of a me- 
chanical 
tester, 
which 
consists of a 
small disk of aluminium rapidly re- 
volved by an electric motor. 
The stone 
to be tested is wetted and held against 
the edge of the disk by means of a 
spring clamp. 
When metallic 
marks 
are found on the stone after this treat- 
ment it is rejected as false. 


A l l 
F r e e . 


Those who have used Dr. King's New 
Discovery know its value, 
and 
those 
who have not, have now t h e 
opportun- 
ity to try it Free. 
Call on t h e adver- 
tised Druggist and get a Trial 
Bottle, 
Free. 
Send your n a m e a n d address to 
H. E. Bucklen & Co.. Chicago, and get 
a sample box of Dr. King's 
New 
Life 
Pills Free, as well as a copy of Guide 
to Health a n d Household 
Instructor, 
Free 
All of which is guaranteed 
to 
do 
you good and cost you 
nothing. 
Drier à Bro. drugstore. 


F r e e i P i l l s . 


Send your address to H. E. Bucklen 
& Co , Chicago, and get a free sample 
box of Dr. King's New Life Pills, 
A 
trial will convince you of their 
merits. 
These pills are easySin action and 
are 
particularly 
effective in 
t h e 
cure of 
Constipation and Sick Headache. 
For 
Malaria and Liver troubles they 
bave 
been 
proved 
invaluable. 
They 
are 
guaranteed to be perfectly 
free from 
every deléterious substance and to be 
purely vegetable. 
They do not weaken 
by their action, but by giving tone to 
stomach and bowels greatly invigorate 
the system. 
Kegular size 25c per box 
Sold by Dreier & Bro , druggists. 


B n c f e l e n ' s A r u l c a S a l v e . 


T h e best aalve in t b e world for cuts, 
braipes, «oree, ulcers, salt rbeum, fever 
iorcB, tetter, chapped hands, chilblains, 
oorns and all skin eruptiona, and posi- 
ttvelf cures piles, or no pay required, 
it is penaran teed to give perfect satisfao- 
tion or 
money 
refunded. 
Prfce 25 
cents per boz . For sale 
by 
Dréier & 
B f . 


Repnbllcan Silver Clnb. 


Rooms 
7 and 
8, 
12 West Wayne 
street, Fort Wayne. 
Reading rooms 
open every day and evening, where you 
can find all tbe books a n d papers bear- 
ing on 
t b e 
money 
question. 
Good 
speaking 
every Wednesday 
evening. 
Byery one welcome. 


A B. WHITE, President. 
J. C. CAIK, Vice President. 
J. H. Yonso, Cor. Sec'y. 


G O 
i i T H U N i r N G T O X 


N e x t 
S u n d a y , O c t o b e r 
l l t l i . 


A special train will leave t h e Wabasb 
station at 10:00 a. m,, n e x t Sunday for 
Huntington, returning t b e special train 
w 11 leave H u n t i n g t o n at 5 o'clock p. 
m. 
This train is r u n for the accommo- 
dation 
of all wishing to attend 
tbe 
exercises of corner stone laying of St 
Mary's Catholic church. T b e City band 
will accompany tbe excursion, also t b e 
several 
Catholic military societies 
of 
Fort 
Wayne 
This 
will be a grand 
occasion and should not be missed by 
anybody. 
Tickets 75 cents round trip. 
For further information apply to Wa- 
bash ticket office 
7 4 


T h e A m e s T r e e C o . 
Are prepared 
to 
furnish shade trees 
from 4 to 16 inches 
in 
diameter 
and 
guarantee 
t h e m to live. 
W h y wait a 
life time to grow shade trees when yen 
can have them within ten days, 
f 100 
invested in trees will enhance tb^ value 
of your property fl.OOO. 


H o m e 
cffice No. 
29 
Pixley-Long 
block. 
I. M. VANSLYKE, 


16tf 
Manager. 


-M- 


You've Been Robbed 


of strength, vitality and enercry. 
"Vour 
dearest wish Is to recover these powers. 


will do the work. They feed the brain and 
jf 


nerves—send rich life blood bounding: thro' 
V 


your veins—strengthen and nourish the en- 
^ 


tire body. 
They chcck all drains forevtr. 
y 


$1.00 Per Box, 6 Boxes, $5.00. 
£ 


A legal isrnar.intee to cure or refund the 
X 
money with every $5 order. Address 
tT 
Peal Medicine Co., Cleveland, O. 
J 


For Sate by.A, J. Keller. Druggi/st, Corner 
Calhoun and Washington Sts. 
iuel e.odly 


t Take No Substitute. 


sinoiiG k nyi^ii mi 


-DEALERS in- 


HOT AIR FURNACES, 


S T E A M a n d H O T 


W A T E R 
H E A T E R S , 
S T O V E S , T I N a n d 


H A R D W A R E . 


Blate. Steel and Corrugated Iron roofing. 
Repairing, Spouting, and all kinds of iol) 
work promptly attended to. 


N O . 
1 1 5 
W A L L A C E 
S T „ 


Phone 389. 
Fort Wayne. Ind, 


TIT'ANTED—Washing or house cleaning: 
TT wuI toke washings home. 
Address J. 
T., 149 Wallace street. 
15tf 


W 
A>'TED- To rent a small furnished or 
unfurnished bouse, orifurnished rooms 
for hght housekeeping. 
Apply 118 Calhoun 
street. 
• 
7-6t 


'OfANTED-Two or tnree pleasant unfur- 
TT nishedrnoms for Jight housekeeping. 
Address B., 
•¿-It 


No family. Reference given, 
carecarrier îio. 8. 


\I7A>TLD—A few ladies and gentlemen 
TT to cauviis.s; aptipulated s-iiary guaran- 
teed. Call or address J W. Barnes, room 6 
Arcade. Fort Was ne, Ind. 
tu-thuAS-tf 


W A N T E D - C a l l at the Associated Chari- 
TT ties office if .vou want to hire laboring 
men or women to do waishing or cleaning. 
Room No. 8 City hall. Telephone 445. 
tt 


WAN TED-A gents: either sex. $5.00 daily, 
suppbing regular customers. 
Goods 
sell in every house, 
h ree samples given for 
distribution; 
immense pnitits: write for 
samples. Excelsior, 44 S. Mozart St.. Chicago, 
111. 
^-Im 


WANTED—By an honest and industrious 
colore'1 man a place to work for his 
board. 
He dC'^ires to attfnd the rity Gram- 
mar school during the winter. 
Is about 30 
years of age and is willin i to do any kind of 
work. Call at Sentinel oflBce. 
1-tf 


WANTED~By two young ladies employed 
as bookkep^rs. room and board, or 
rooms without board. 
They will furnish 
their own rooms. Best of references. Board 
or room must not cost to exceed $4 per week 
for each. 
Location must be within .six 
blocks of the Court huuse. 
Address Miss. 
C , care Sentinel. 
7-6t 


^OR RENT—An excellent store room on 
Calhoun street; apply Sentinel office, tf 


1?0R 
r 
cei 
. 
RENT—Two delightful office rooms, 
centrally located. Rent reasonable, ^g^" 
ply at Sentinel office. 
FOR RENT—A seven room house with 
good barn, on EckiiartSt., South Hanna. 
Inquire at 15 E. he \\ aid .St. 
6tf 


FORRENT-Gcod house of six rooms on 
LillieSt.. f(jurih bouse from Lewis, with 
saa. bard and soft water. I miuire at 27 1 ,illie 
street. 
7-2t 


F 


ORRENT -St TC room Nos. 43 and 45 E. 
Alain street; store room No. 2i:9 Calhoun 
street and store room 1st floor No. fiO East 
Golumbia ttreat. 
Sehrader A Wilson. 7 
Court street. 
2-lm 


F 


o r RENT—Good pasture for cows and 
horses, on Walton avenue, 
south of 
Lutheran farm. 
Inquire of Squire Haw- 
thorn . third house south of Pontiac street, on 
Walton avenue. 
13tf 


Fo r RENT—An eight room flat, corner 
Calhoun and Allen stretjta. with bath 
room, bard and soft water, natural and arti- 
ficial gas; rent low to tright party. Address. 
"C." care Sentinel. 
Utf 


¡?0R RENT-One five-room brlek house. 
I? No. ;> Kmily sireet, all modern improve- 
ments, newly papered and painted. Rput. 
S7.00 per moLdh. Inquire of Wm. Moeller- 
ing. 50 Murray street. 
• 
6-S 


-CONDENSED WILK 
i 
I 
Has always stood FIRST in the estima- 
I 
a lion of the Americ.in People, 
No other is S 
U 
justasgood." Best Infant Food. 
"S 


•••ll—tH—»WMM—»M iiiMllwll il 


Cool Mornings 


AND Cool Nights 


C a u s e s a p e r s o n t o t h i u k 
o f a n 
O v e r c o a t . 


W e 
h a v e 
t h e 
f i n e s t 
l i n e 
o f 
O v e r c o a t i n g s a n d S u i t i n g s i n t h e 
c i t y f o r F a l l a n d W i n t e r w e a r , a t 
lo-wer p r i c e s t h a n a n y o n e e l s e . 


G . 
S C H M I D T . 


M e r c h a n t 
T a i l o r . 


70 East Main Street. 


p R B E DISPENSAR I. 


Open every day from 8 a. ra. to 9 a. m.. at 
the Ft.rt Wayne College of Medicine, 160 W. 
superior street, Medicinea free t« the poor, 
P«t;pnt8tooBÌck to come tr» the I.haponsar«' 
•vili b 
»1 tboir homo 


F 


OR RENT—Two six room houses. 
All 
modern improvements, at '235 and 237 
Barr streef. 
A.IS0 two on Hill.'<ide Ave . be- 
tween Lakrside and Feebleminded, 
For 
particulars, call at Dr. Niswonger. 33 Calhoun 
St.. ut> stairs. 
lOtt 


f 'OR SALIO-Horse, 
Small, young, cheap. 
Inquire if. W. Columbia street. 


F'OR SALS'-National Fire 
Proof Safe, 
suitable for >tuaii bu-smess or private u.'-e. 
Address, Safe, care tjentineb 
Gi3 


F*0R SALE-An ei.eht year old m.ire. City 
bn)ke. Dcrfecily gentle. 
A road wagon 
and pha, ton almost new. Will sell cheap if 
1 akeii at ouce. For particulars, call at '¿<i W . 
Berry St. 
30tt 


L^OR SALE—'»ne 160 acre farm; two 40 
r 
acres, one 37 acre, one 21 acre, one 16 
acre, one 15 acre, and two 5 acres: these aie 
within two miles of city. To trade: One 262 
acre, one 122 acre.'one 90 acre, one 63 acre, 
or e 80 acre: also plenty of city property to 
sell or exchange 
For particulars call on R. 
C. Niswonger & Co., 33 Calhoun St., vio 
stains. 
tf 


J^OST. 


L 
ost—A wliite l at ui Tjakeside. 
Fint'er 
wili receive reward by leaving at ^144 
Columbia Ave. 
S-3t 


L< )ST—black cocker F^paniel hitch. Find- 
er return i-anie to 14,Kdiiewater avenue, 
and receiv''reward. Aioonefuuiul harl>|^r- 
in.i; her will in', rrostcuted. 
fit-'' 


L a d § e s W h o 
Vaiia© 


A refined conjplesion m u s t u s e Pozzoni's Pow- 
t^er. 
It producc,s a soft and beautiful s k i n . 


OtrrOR MARY m T s R Y , 


Uflico Sind Reeidence 26 Madison 
St 
i 
Sr)ecialty—Diseases of Women. 


( 
HOUBS: 8 a, ra. to 4 p . m . a n d 7 t o 8 d. r-i. 
. Telephone 470. 


D 


IjJtîIf. ^.Vr.'-^/íivr^ ' 


^oí»t)¡j -^oldj • loojyéTp 
• ôo -^ottàjî^ 
.-Pn^f iple-j-ru -^r£n^.initU25\iâ 
brí-tií^.-osifit,.'*^ 
Nvítdwtrlvíqüí^i'Kd Ly^pone.... 
«XtUc|?rTif7t5 -tKs - §>o»r>t 


You will bei Hefre 


PFEIFFER & 


SCHLATTER 


A G E N T S . 


BUSINESS mmmm 


IKSDKAHCÎ». 


JAMES E. GKAHAM, 
...LAWYER.,., 


ABSTRACTOE OF 


T i t l e s , 
f n s n r a n o e , 
C o U e e t - 
ingr a n d l i o a u A ^ e n t . 
Room 26 & ^ Bank Block. Fort Wayne. Ind. 
S. 0. LUMBABD. 


I n s n r a n c e , Steal £»tat« aa«l 1,«MUÍ» 


Aveline House Block, 


B A N K S . 


n i m i L T o a 
i m o j ^ B i i K . 


Canltal C(».o£~imrplns 1285.000. 
^ The Hamilton National Bank will pay in 
terest althe rate of three (8) per cent. p«r an 
num on certificates of dexwait if len £ou. 
months. 
PreSdent—Charles McCnllocfc. 
Cashier—John Mohr, jr 
We Mm\ Bask 


C a p i t a l & S u f p l i u , $ 2 4 0 , 0 0 0 . 


P a j i 3 per cent interest per sn&iua 
on time depositi. 


8&fe deposit boxes Jbr rent at, | 5 
per 
a n n n m . 


P H T S I U I A N S . 


D 


R. W M . D. K Ü H L . 


Office and Residence <54 Calhonn Si. 
Horns: 7 to 9 a.m.: 12 to 2 p. m.: 6 to S p.m. 
Telephone 371. 


D. 0. FISHÍSB. 


Insnxance. Beai Bktat«. Loam. 
No. 29 Blast Berrr itre^ 


Fort Wttrna. Indiana, 


D R i . 
B , Gr irconailments p e ^ ^ n t o 
their sex. mar consnlt me cree (k duuse at 
my office. t8 wTwayne S t 
l ^ ^ o n e S f f i . 


O . ^moeopatWc Phraiclan andBnrseon. 
OfBce hotys fqr consnltation. irom í a. m. 
. . 
.. 
- 
ice No. 13 


dlHas«s. 


H . W . N B I S W O N G B R . 


P h y s l o l a i i a n d 
S n r g e o n . 


Specialist in all Acnte or Chronic diseases. 
Special attention «iven to alt privat^lia- 
eas^'andDi8eas«so£ the Blad^r and Kid 
neys. Office 33 Calhonn street Port Wayne 
Indiana. Orrxcx Honas: from 6a.m. to 
m. 


m t f r n i B T y 


GROSS & PELIENS. 


D R U G G I S T S , 


Corner Calhoun and Wayne Sts. 
Phone 185 


J. C. Peltier. 


Undertaker and Em- 
balmer, 


1 7 
W e s t W a y n e S t r e e t . 


C b e a p M e a l a s e r v e d t o ' w o m e n . 
fonni loias's milas Assoclafios: 


NOON REST, 


34 Weat WaKUlngton Stree« 


Breakfast. 6:30 to S. Dinn sr. 11 to 2. 


« n n «r, S:8nto7. 


Ö 
O 
L 
D 


2 2 
K a x a t , 
$ 5 . 0 0 . 


$ 5 . 
F U L L S E T S , 
$ 5 . 


Gold Crown. 22 K, $5 and upward. 
Gold Fillings. $1. 
Silver fillings, 50c to 75c. 


G o o d S e t s o f T e e t l i , $ 5 . 


B e s t S e t s o f T e e t h , $ 8 » 


S o t p i m s s 


FUliI. SliT OF T E E T H , S5.00. 


Teeth extracted free, positiyelv withou. 
pain, when teeth aic ordered. 
We are the 
only dentili parlors in the city that has this 
patent medicine to extract teeta 
without- 
pain. No gas, no vitalized air. no bail reanlt^. 
Save pain and money by having your dental. 
work done at the Arcade Denial Parlors. 


W . a 
B U E K E T , 
P r o p 


Room 
Arcade, ground floor. Ft. Wayne 


OUR GREAT 
FÄLL 


ONYX DYED HOSIERY 


Now ready for selling. 
The most complete assortment 
of Hosiery for Women, Men, Misses, B )ys' and Infants' 
ever brought to our city. 


The complete satisfaction this stocking has given 
has increased tho demand enormously. 
We have im- 
ported largely, in Silk, Lisle, Cotton and Cashmere. 


Ladie®' Plain Blftck ONYX dyed 
StookingB, that will never lade nor 
change in shape, 


18c Pair, 3 Pairs for 50c. 


Ladiea' Ingrain Cottoa Stockings, 
spliced heel and toe, ppUt foot or 
solid black, 
25c P A I U . 


Ladies' lograia Stockings, Cotton 
and Lisle thread, the best value ever 
giren at this popular price, 


3 $ c a PAir, 
3 Pair tor «1.00. 


Ladies' Plain Black Coy x dyed 
Stookings. selvedged, splice-i heel 
and toe, an extra good number—a 
stocking that's going to be popular. 


5 0 c PAIR. 


Ladies' Drop Stitoh 
Stockings, 
Lisle and Cotton, split foot, 


5 0 c PAIR. 


LADIES' 
OPERAS. 


Open Stockings, Onyx dyed, in all 
popular evening colors, 


5 0 and 75c Pair. 


Ladiea' Onyx dyed Stockings, opera 
topi, 


25, 3 5 and 50c Pair. 


Ladiea' Silk and Silk Plated Stock- 
ings, & yery large showing in blacks, 
browns and colors that nre popular, 


50e, 75c, $1.00 and ap. 


Children's Stockings 


Herd's where the wearing test comes 
—ONYX dyed Hosiery are the ones 
I ror 
the Children; 
extra 
strength 
; wherever needed in thig famous stock- 
' iog, double heels, double toes, extra 
i strength in knees, spliced feet 


I CHUiDKBN'S 


1 


Black Cotton Stockings, fast blacks, 
lO, 12, 15, 18c a Pair. 


C H I L D R E N ' S 


One and one Kibbed Onyx dyed 
stockings, 20, 25, 3 0 to 75c Pair. 


CHIIiI>RECI'3 


Cotton 
Stockings, 
heavy 
winter 
weight, unbleached foot, 
® 
25c a Pair. 


CASHMERE 
HOSE. 


Ladles' Cashmere Stockings, an extra 
strong line, all Onyx dyed, 


26, 8 5 , 39, 50, 75c and $1.00, 


CHULDREN'S 


Cashmere Stocking?, 
Onyx dyed; 
extra grades shown at the prices, 


25, 30, 35, to 75c Pair. 


FOR MEN 


We show a splendid line of Fall 
Hosiery, Onyx dyed. 


One special line, full regular made, 
double heels and toes. 
15c Pair, 2 for 3oc. 


Men's Ingrain Cotton J hose 


15, 20, 2 5 to 5 0 c Pair. 


Men's Russets and Black >1 hose, Sea 


Island Cotton, the finest cotton in the 
world, 
_ . 
50c a Pair. 


C A S H M E R E 


Hose for men, bleck and natural, 
light, medium and h^avy weight«. 


25, 30, 3 5 to 50c Pair. 


Reductions made on all Stockings by 


the dozen and half dozen pairs. 


i 


SAVE YOUR MONEY 


By depositing it with the 


lUfiB Comty Loan & Savings Assoclados 


32 East Berry Stree 


Try our new plan. 
Shares Sl.OO each per 
month, matures in seventy-seven months. 


No Fines or Membership Fee. 


MONEY TO LOAN 
On real estate or personal secar- 
ity. 
C. F. P F E I P F B R , rooms 6 
and 7 Bass Block. 
' 
2tf 


Dr. Jno. J. Ogle has opened an office 
in ROOMS 10, Arcade. 
14t£ 


f MVWENB« for Thb Smv-rnisT. 


IS 
E 


l ì c l i T 
Safety and Satisfaction comes 


. 
from dealing at the best place. 
After 


y 
you find it you are not apt to go any- 
MJid\f L where else. The best is good enough 
for you— it matters not whether you 
buy meat, dry goods, pianos or cloth- 
ing. No man ever built up a reputa- 
tion for goodness by accident. It can 
only come through satisfied 
custo- 
mers, and that kind of customers are 
only possible, when fair and honor- 
able treatment has been accorded them. 
We wish our 
f^Ore to be associated in yoar mind with ' The Best" Un the 
clpthing trade. 
Given the opportunity we will aflfect the 
•'ABBOciation." 
P A R E N T S 


Should acquaint themselves to 
ihe beauty and goodness of 
our boys' clothing. 
Mothers 
•who bring their boys hereto 
be clothed wonder how we can 
sell a first-class ALL WOOL 
Soit for $2.50, but we do it. 
Then our lines at $3.50, $4.00, 
S5 00, 86.00 and $7.00 are es- 
pecially good. 


Free! 


A large Foot Ball with a 
Boys' Suit or Overcoat 
at 
$3.50 or over, and the Me- 
chanical Fiy for the little 
fellows. 


A Piano 
Bargain. 


It is not always safe to measure the 
Tftlue of a bargain in the amount of 
dollars required to purchase same. 


A careful examination of the Everett 
Piano easily convinc8.i intending pur- 
chase» that the manufacturer's claim 
of a strietly hi^ h grade i nstrument is a 
simple statement of the fads. 


' The Everett Fiano excels in all those 
•mall details whinb, taken as a whole, 
iMsilf place it beyond ccmpetition in 
the piuio world today. 


The beautiful round tone, ita perfect 


action, are results only obtained by 
years of experience and in a thoroughly 
equipped factory by the best and most 
experienced workmen. 


There is aho the perfect imitation of 
a mandolin orchestra, which is found 
only in the Everett. 


This invention has attracted univer- 
sal attention »«nd is used by such great 
musicians as Walter Damrcech in pro- 
ducing the works of the great masters. 
The Everett warerooms are situated at 
No. 34 East Berry street, where a fine 
assortment o' the latest designs can be 
seen. 


OUR TELEPHONES. 


Bnsiness Oifice 
No. 173. 


Editorial R o o m s . . . . . . - .No. 6 5 0 . 


Tlie Weailier. 


Wasiunoton, Oct 8 —For Indiana:— 
Generally fair with rising temperature 
tonight and Friday, easterly winds. 


NEWS MOTES. 


Attorney J. H. Power is at St. Louis. 
Born, to Mr. and Mrs. A. A. Rhein- 
hart—son. 


Frank Ilill has returned from a visit 
at Grand Rapids. 


Mrs. C. B. Fitch is entertaining Mrs. 
Stahl, 0» Kendallville 


Daniel Aach, an Avilla merchant, was 
in the city last evening. 


Dr. J. J. McCurdy will build a resi- 
dence on West Berry street 


Judge L. M. Ninde left this morning 
for Albion, Ind , on legal businoes. 


The Twentieth Indiana regiment is 
holding a reunion at Plymouth today. 


W. A. Sampson, of Muncie, has been 
in the city on business a couple o^ 
days. 


The Wimosa club met with Miss 
Thieme, of East Wayne street, last 
evening. 


MÍ3B Laura Provines, of Huntington, 
after a brief visit in this city, has 
returned home. 


J. Previant has returned from New 
York accompanied by his family who 
just arrived from Russia. 


D. E. Wiedner, of Lafayette, who was 
in the city attending to some business 
matters, has returned home. 


Mrs. James Hale and Mrs. Amos 
Cole, oí Bluft'con, are the guests of Mrs 
C. E Crall, 293 West Berry street. 


The American Daughters of Isabella 
will give a pedro party at the Sons of 
Columbus hail next Tuesday evening. 


Mrs. Minnie Beegan, of Wabash, has 
been granted a divorce from her hus- 
band, Joseph Beegan, formerly of this 
ciiy. 


The Industrial school will open for 
the year on Saturday, October 10. at the 
Industrial echool building, 146 Pritch- 
ard street. 


Miss Katherine Hoffman will enter- 
tain a few guests at dinner this evening 
in honor of Miss Eatherine Buehler, 
the guest of Mias Rurode. 


A convereazione will be held at the 
rooms of the Theosophical society this 
evening. 
Messrs. C. C. Alexander and 
Fred Kell will discourse mandolin and 
guitar music. 


An electric fuse was burned out 
yesterday aFternoon and set fire to the 
ceiling of Angelo Kutche's candy stand 
on Calhoun street. The fire department 
was called, but the blaze was extin- 
guished before they arrived. 


Mrs. O'Brien, of Austin, Texas, sister 
ofMrs. Ollie Beitzell, of 143 Holman 
street, is visiting Mrs. Beitzell and will 
remain in the city for about two weeks. 
Mrs. O'Brien will be remembered as 
Miss Delia Griswold, formerly of this 
city. 


The entertainment and banquet to 
be given by Fort Wayne temple No. 1, 
Order of Perlcleans, 
this 
evening, 
promises to be a very elaborate affair. 
A number of visiting Pericleans are ex- 
pected from Huntington and Decatur 
temples. 


Several of the children attending the 
Zion's Lutheran school are down with 
diphtheria. 
By order of the board of 
health the school rooms are fumigated 
every evening to prevent the spread of 
the disease. It has not been deemed 
necessary to close the school. 


Secretary Graves, of the Board of 
Underwriters, says that he is having 
hard work to make policyholders un- 
stand the requirements of the new 
rules relating to electric wiring. 
Much 
has b ^ n done to conform with the 
rules, but there is still a good deal 
to do. 


Paul Martoccio, harpist, of Indianap- 
olis, arrived in the city this morning 
atd will reside with Prof. M. M. Plum- 
adore, the well known teacher of violin. 
Mr. Martoccio is from the Martoccio 
orchestra of Indianapolis, and is a mu- 
sician of fine ability. 
He will assist 
Professor Plumadore in his orchestral 
music this winter. 


Mrs. Robert Millard gave a unique 
thimble party to neighborhood friends 
yesterday afternoon in compliment to 
her aunt, Mrs. Riddle, of Cincinnati. 
Yellow wai the color of Ihe decorations 
and prizfls were cftered to the lady who 
talked the most and to the one who 
failed to talk enough. Miss Sharp, of 
Westminster, won the first prize, and 
Mrs. R C, Taggart the booby. 


Julia Douglass Metagar, the five year 
old daughter of County Clerk Harry 
Metzgar and wife, was tho midget 
hostess of a large juvenile birthday 
party given in her honor yesterday 
afternoon and evening. 
There weie 
120 little guests in all and it would be 
useless to do justice to a description of 
the event in a limited space. 
There 
was dancing, a dainty supper, a birth- 
day cake with a jiüg in it and a fish 
pond with enou?,h souvenirs to go 
around. Miss Olga Meyers drew the 
riag. 


Fresh Baltimore Oysters 


Keceived Daily via Express. 


Large Selects, Frying, 28c can. 
Standards, Best Stewing, 22c can. 
Michigan Grapes, 8 lb baskets, 10c. 
Michigan Celery, bunch, 23c. 
Cape Cod Cranberries, quart, 6c. 


Fruit Bouse 


50c to K o m e City a n d baclc, 
Sunday morning at 8:15. 
8t3 


B u c k w h e a t Flour 
and 
Maple 
Syrop. 


New Buckwheat Flour, 12 lb ska., 
25c. 


Self Raising Buckwheat, 2 lb pack- 
ages, 10c, and in 4 lb pa^ikages, 17c. 


New Vermont Maple Syrup, 
60c 
gallon. 


Fruit House. 


Mrs. D. D. Williams is quite ill at 
Hope hospital. 


T. B. Walters, famed in shoe lore, is 
a gu?Bt at the Wayne. 


W. J. Kerr, who was stricken with 
paraiyfiis, is recovering. 


Mr«. W. P. Breen entertains the Car- 
roll club this aUernoou. 


George Dase'er, of Hartman Bros', 
store, is enjoying a vacation. 


Samuel (^uinn, representing an Indi- 
anapolis insurance company, is at the 
Randall. 


Secretary W. S. O'Rourka, of the 
Catholic Knights of America, has re- 
turiied from Rome City. 


Mr. and Mrs. A. B. Trentman have 
returned from Notre Dama, where they 
placed Master Stephen in school. 


Mrs, Dr. C, Sihler and Miss Marie 
Melcher have arrive! in the cily es 
guests of Mr. and Mrs. F. W. Sihler. 


Mrs. D. W. Rountree and son, Benja- 
min, of Crawfordsville, Ind., are visiting 
Mr. and Mrs. G. W. Lahr, of Grace 
avenue. 


The Brotherhood of St. 
Andrew 
Bible class of Trinity church met last 
evening and was addressed by Rev. 
Webster. 


Miss Mmma Soergel, of Buffalo,,who 
has been the guest of her brother. 
Professor Nehrenz, returned to her 
home last evening. 


The 
Retail Druggist's association 
held a meeting yesterday afternoon 
and transacted regular business. 
It 
was a monthly meeting. 


Announcement is made o? the ap- 
proaching nuptials of Henry 
Tegt- 
moyer, the East 
oreighton 
avenue 
druggist, and Miss Grsce Rowe. 


Wabash Tribune: 
"Mi^s Eva Max- 
well, of Fort Wayne, who has been the 
guest of friends in this city for several 
days, returned home last evening." 


The next monthly meeting of the Y. 
P. C. U. will be held at the Christian 
church October 13. The exercises will 
consist of discussions h am the question 
box. 


Val Hill, employed in the lumber 
business of Cromwell & Sons, at Mc- 
Bain, Mich, has returned to 
that 
place, after a visit with friends and 
relatives. 


B. Poulson shows a quince which 
measures fourteen inches in circumfer- 
ence and weighs three quarters of a 
pound. 
It was grown on his Spy Run 
avenue place. 


Charles Lindemann, of Battle Creek, 
Mich., who has been under the care of 
Dr. C, B. Stemen at Hope hospital, is 
now able to take daily exercise and 
will soon return home. 


William Barr is able to be up after 
his recant severe attack and will be 
able to resume the duties of his grocery 
business in a few days. Mr. Barr has 
been cared for at Hope hospital. 


Col. Fred Drake, the landmark of the 
postoffice general delivery, is able to be 
up after his attack of illness and his 
friends will be glad to learn that he 
will be able to resume his duties next 
week. 


The Lakeside tennis club tourna 
ment opened this afternoon and will 
last three days. There are fifteen en- 
tries so far, and as no charge is made, 
there will probably be several more in 
the contest before the finish. 


Charles Yagerlehner, the electrician, 
accompanied by his brothers, William 
and Wilson, left this 
morning for 
Wabash, to attend the wedding oi his 
sister, Miss Florence, and Mr. J. F. 
Drschel, a prosperous farmer of that 
vicinity, this evening. 


It would be a good time for the 
owners of moving cars to take their 
vacation just now, as only those people 
who don't care to vote will move until 
election day has passed. If you move 
from one precinct to another you will 
lose your right to vote. 


Township Trustee 
Schmetzer fur- 
nished assistance to 197 applicants 
daring the month of September. Of 
these 1G7 are on the regular list for 
township support. 
As 
the winter 
months are coming on this number 
will naturally be increased. 


After the speechss at Princess rink 
last evening, at 11:30 o'clock, members 
of the Tippecanoe club and the High 
School McKinley cadets, escorted the 
speakers, 
J. A. Mount and 
J. L. 
Griffith, from the rink to the New 
Aveline hotel, where the republican 
candidate for governor was given a re- 
ception. 


The number of fires since January 
Ist as compared with last year show 
that this bos been a fortunate year in 
losses. In fact there have been no 
confiagraiions. 
The 
department le- 
spoaded to eeventy calls during the 
nine months juU cloied. Chief Hil- 
brecht repcrfcod a few more thin 150 
fires lest yenr. 


E T. Gillelt. a repreieatative for a 
prominpnt 
caft^rn houée, acd who 
makes frequent visits to this city, reg- 
istered at the Wiiyne last evening and 
shortly after his arrival a message was 
received iLstructirg him to come to 
his home at Chicago on account of the 
illness of bis daughter. 
Her condition 
was reported to be critical. 
Mr. Gillett 
left on the first train. 


Oisian News: ">iips Minnie Houser 
OÎ' Fori Wayne, 
daughter of John 
Houser, was married on Sunday last to 
Alfred Young, of the Summit City. 
Mary Houser, a sister of the bride, went 
to the city on Saturday to be present 
at the ceremony. 
Minnie formerly re 
sided here with her grandparents, Mr. 
and Mrs. Taunton Swaim and sho has 
many friends and a< rj iaintances who 
join in congratulations " 


Columbia Citv Post: "Mrs. F. G 
Klotz, of Fort Wayne, who has been 
visiting Mrs. Joseph Haneon, returned 
home last evening. She was accom- 
panied 
by Mrs. Hanson 
and son, 
Leonard.—Dr. W. H. Myers, of Fort 
Wayne, was in the city last evening. 
The doctor ha? a patient at Coesse.— 
Mrs. Edvrard Kfssler and daughter, 
Irene, went to Fort Wayne last night 
to visit Mrs. Kessler'a mother.—Maggie 
Clauson, of Fort Wayne, who has been 
visiting her brother, Claude, in the city, 
returned home at noon." 


Mies Julia Manuel has returned from 
Antwerp, ()hio. 


The Library hall atsociation will elect 
officers tonight. 


The Theosophicftl society will hold a 
meeting this evening. 


Mies Clara Troster, of Peru, has ar- 
rived to enter St. Marv's school. 


Mrs. C. J. Ulmer, wife of the livery- 
man, is quite sick with lung ffcver 


Born to Mr. and Mrs. Charles H 
Campbell, of 79 Force street—a daugh- 
ter. 


Dr. J. W. Thornp 30»" has returned 
from Detroit, Mich., and points in 
Canada. 


S. V. Robinson, of Warsaw, and A. 
B. Hahn, of Richmond, are at the New 
Aveline. 


Herman Borhek is entertaining his 
parents, Mr. and Mrs. M. A. Borhek, 
of Bethlehem, Pa. 


Mrs. Ellen Knodler and Mrs Edith 
Rittenhouse bave returaed from a visit 
at Columbia City. 


The Walther league of St. Paul's 
division has decided upon October 2o 
as the date for its concert. 


Mr«. Helen L. Cornyn, who makes 
her home with her sister, Mrs. Cecelia 
H. Graffe, is very seriously ill. 


Misa Jennie Proegler, daughter of 
Dr. Proegler, has gone to Milwaukee to 
reside permanently with relatives. 


The young men of the Wesley broth- 
erhood met last night at Berry street 
M. E. church. It was a regular business 
meeting. 


Mrs. W. E Mossman returned this 
afternoon from a three weeks' visit in 
Holidaysburg, Penn., where her daugh- 
ter, Ethel is attending school. 


The first lecture of the Club league 
will be held at the Temple this even- 
ing. 
Mr. C. R. Henderson will lecture 
on "Spelai Democracy, Ideals and Pro- 
gress. 


Mrs. L. C. Thompson, of Loudon- 
ville, Ohio, is the guest of Mr. and 
Mrs. F. V. Culbertson. She is en route 
home from Petoskey, where she spent 
the summer. 


J, A. Burger has been made foreman 
of Sid Hubbard's tonsorial parlors and 
Sam McClelland, formerly of the Ran- 
dall, has taken a position to succeed 
Mr. Burger at one o? the chairs. 


The heavy hardware business of E. 
H. Coombs has been removed to the 
new quarters on East Columbia street. 
The building has been altered by the 
owner, J. B. White, to suit the needs 
of Mr. Coombs' stock. 


The shade trees about the city and 
the forest trees are now very beautiiul 
in their autumn tints. A bright and 
genial day in October is entrancingly 
beautiiul to all lovers of nature and by 
far the most charming of all the year. 


The annual meeting of the ladies' 
society of Plymouth 
Congregational 
church will be held at the church 
parlors tomorrow afternoon at 2:30. A 
large attendance is desired as officers 
will be elected to serve for the coming 
year. 


The store of James Potts, at Grover 
Hill, a small station on the Findlay 
railroad, was broken into yesterday 
and a wagon load of goods stolen. The 
thieves are supposed to have moved 
toward this city and the poli^ are on 
the lookout. 


The marriage of Miss Blanche Sar- 
gdnt, of Dorchester, Mass.,ta Frederick 
Reynolds, president of the 
Boston 
Lumber company, occurs this week. 
Miss Sargent will be remembered a? 
teacher of elocution in the city schools 
two or three years ago. 


Quite a party of war veterans from 
Dekalb county stopped over in the 
city last night, en route to Huntington, 
where they are today attending the 
reunion of the Eighty-eighth regiment. 
Captain Allan Dougall, of this city, is 
adjutant of the regiment. 


Some anxiety has been 
felt 
by 
friends of Dr. T. J. Dills for his condi- 
tion since the recent intelligence of bis 
precarious 
physical 
state 
and 
it 
will be cheerful news to them that he 
is now improving 
A letter received 
yesterday by R G. Thompson conveys 
this welcome news. 
The doctor was 
still under the care of a physician when 
the letter was written, but a change for 
the better had set in. 


PUT ÜP A ICKET. 


Salt Lake County Bepublicans 
Hold a Convention. 


Favor Free Coinnf^e oi'SlIver ami Rcf^i- 
prociiy aH Aflvocotrd by ttae 
Jointe .TaiiieH G. Blaine. 


Chicago Itlarbetiw. 


Chicago, Got 8 —Wheat—Oct., 
08c; Dec., 6Ss@68:;c; Jan, G9:l@69;ic: 
May, 12U. 
Corn—Oct.. 22y j; Dec., 2-3¿c; May, 


26i;c 


Oats—Oct, 17ic; Dec, 174^c; May, 
19?;:. 


Pork—Oct., $6 65; Dec, |6 70; Jan., 


Lurd—Oct., $4 17; Dec., $4 22; Jan , 
40@4 42^ 
Ribs—Oct., $3 50; Dt>c., $3 50; Jan., 


$3 72@3 75 


ASTHIVi A C AN B E CURED. 


A I.KAl>I}V4,i VHYSItlAN AT I.AST 


niSroVERS THK KE5IF1>Y. 


A PnblM* 'IVst will t»e nia«!« Toiiay. at 


Freese «1; Rank<''H Jtrn^i Storo. 


In the wonderful progress made by 
medical science of the world Buccessful 
treatment for most diseases has been 
discovered and those which were at one 
time considered incurable are 
now 
easily conquered. 
Among the most 
difficult and obstinate of diseases which 
has be tiled the skill of our most noted 
Physicians up to the present time 
Aethma ranks 
first. 
Thousands of 
suil'erers know by their personal ex 
perience that no absolute cure for this 
disease was discovered until Dr Ru- 
dolph Schiffmann, the renowned Phy- 
sician, who has made the treat ment of 
Asthma and kindred complaints the 
stuay of a li e time, during which time 
be has treated and cured more cases of 
Asthma than any living Doctor, per- 
ie:ted a remedy which not oaly p o 
ducea instant relief in the moEt severe 
cases of Asthma, Hay Fever and Bron" 
chitis, but has positivly cured thous 
aads of sulfirers who were considered 
incurable. 
Recognizing the skepticism 
of the public in this pge of countless 
fraudulent nostruoiB, Dr. SchitFmann, 
in order to restore confidence and 
obviate any suspicion of 
imposition, 
requests this paper to announce that 
from 8 a. m. today until 6 p. m to- 
morrow he offers a liberal sample box 
of Schiffmanns Asthma Cure to all 
persons applying at Freese A- Ranke's 
Drug Store, 88 Calhoun street, absolute- 
ly free of charge, knowing that a per- 
sonal test will be mo-st convincing, and 
will vindicate his every claim. This 
Physician has made a most generous 
ofl'er to persons who suffer from 
this 
most terrible disease, and all sufferers 
are not tfaly req iested, but cordially 
invited to call, and should bear in mind 
the time and place specified for the 
distribution and avail themselves of the 
offer. Persons living out of this city 
who desire to test the merits of this 
most wonderful remedy will receive a 
package free by mail by writing to Dr 
R. Schiflman, 315 Rosabel Street, St. 
Paul» Mian , providing their 
letter 
is received before Oct. 18th, as no 
samples can be obtained 
after that 
date. 


Freess A* Ranke, the well known 
druggists, »ulhoriz? us to announce 
that they have received a quantity of 
samples from Dr. Schiffmann which 
they will distribute during the hours 
mentioned in accordance with his offer. 


ftliss .Sterns Plays 
Phenomenally. 


IMiss Grace F. Sterns, one of 
the 
roost bpautiful and accomplished young 


GRACE F. STERNS, 
ladies in the Missouri valley, has be.-n 
admitted to the State Insane asylum 
at St. Joseph, Mo. 
Her ailment is 
tributed to 
excessive 
study, but 
u 
cajne upon 
her 
suddenly, banishing 
from her mind every thought except 
that for music. 
In fact, except as to 
music, which she now plays only by 
ear, notes having been forgotten, her 
mind is an absolute blank. 
As a pian- 
ist her renditions 
are 
phenomenal. 
Her case, which is an especially strange 
one, is attracting general medical 
tention. 


at- 


Salt Lake, Utah, Oct. 8.—The Salt 
Lake county republican convention has 
nominated a county ticket and candi- 
dates for the legislature. This county 
furnishes nearly one third 
of 
the 
members of the legislature and the 
action may have important bearing on 
the choice of the next United States 
senator. The resolutions adopted are 
in part as follows: 


"We maintain that the free coinage 
of silver at the ratio of 16 to 1, inde- 
pendent oi the sanction ot any foreign 
naiion, ia a political isi ua paramount to 
all others, and secoad only to this issue 
is the protection of home industry, 
coupled with reciprocity with foreign 
nation«?. 
We pledge our legislative 
candid . tes,'to strictly maintain these 
principles, to vote for a candidate for 
United States senator only who will 
declare himself in full accord with 
these principles." 


T H E 
M A R K E T S . 


This week we offer entire slock of 
Moquette Brussels Velvet Carpets at 15" 
per cent, discount—without reserve. 


M, FKANK & CO , 
Carpet Dept. 


Xotice of Annual Meeting. 
The 
Fort 
Wayne Young Men's 
Christian aEsociation will 
hold 
its 
annual meeting at the rooms of the 
City Department, 
Monday evening, 
Oct. 12, 1896 at 7:30, at which meeting 
there will be elected two trustees for a 
term of three years, and four members 
of Ihe central board. 


J. M. McKay, Secretary. 


The Best 
Carpet cleaning, sewing and laying is 
done by the Zimmer Carpet Cleaning 
Company. 
3eod3t 


X e w Sterling- Range. 


We will give a baking exhibit Octo- 
ber 9th and 10th with the New Sterling 
Range, using one barrel of flour and 
baking 250 loaves of bread, each loaf 
weighi'iig I] pounds; using less than 
one hod of coal, and maintaining a con- 
tinuous fire with never more than three 
inches of fuel in the fire box. 
Every 
lady in the city is invited to call and 
inspect the work. 


The flour used in this exhibit is the 
Golden Horn and White Loaf Flour 
from the Bloomingdale Mills. 


Seavey Hardware Co , 
19 and 21 West Main St, 


PcuBious for fndlaulans. 


Washington, Oct. 8.—Pensions have 
been granted to the following citizens 
of Indiana: 


Original—Charles H. Smith, Conners- 
ville. 


Restoration and Increase—James A. 
Lawrence (deceased), Clinton. 


Increase—Rudolph Peters, Hunting- 
burg; John L,' Taylor, Mill town. 


Reissue and Increase—Phuel Lin- 
ville, Manilla 


Reissue—Joshua Smith, Lewiaville. 
Original Widows, 
Eic.—Sarah 
E. 
Black, Lyford; Keaiah Byers, Worth- 
ington; Mary C Brown, 
Loogootee; 
minor of Joseph von Burg Troy; Mar- 
tha Fisher, Indianapolis; OHie A. P. 
Liiwrence, Clinton; minor of Jackson 
A. Fprirger, Sallivao; Mary Gansingfr, 
Treearden 


Great Sale of Mackintoslies. 
Today and tomorrow : 
200 ladies' mackmtoshes closed out 
at following prices: 
$5 00 double cape machintoshes, 14. 
S6 50 double cape mackintoshes, $5. 
$8 50 double cape mackintoshes, JO. 
M. F R A N K & CO • 
B e e Hive. 


Everett 
P. 
Wheeler, 
who 
speaks tonight at Saengerhund 
Hall, is one of the noted lawyers 
of New York City. 
Jb'or years he 
was president of the New York 
Reform Club, an 
organization 
that has always heen very much 
in evidence in the politics of the 
Empire State. 


Notice. 


There will be a meeting of the con- 
gregation of the Church of the C )v- 
enant in their hall, on the corner of 
Calhoun and Butler streets, on Tbure- 
day evening, October 15th. for the 
purpose of electing two (2) trustee? 
and transacting such other business as 
may come before them. 


6tl0 
A. E Van Buskibk Pres. 


GREAT BARGAINS 


- I N - 


SHOES! 


FOR THIS 
ONLY 


WEEK 


300 pair of Ladies' fioe Kid 
Button Shoes, Hand Turned 
and Heavy Soles; Opera Toe, 
Square 
Toe and 
Common 
Sense Lasts. 
These shoirs are 
all Plain Toed; 
sizes 2J to 5, 
widths B C, D and E, worth $3 
to $4 r pair; will close them out 
at$L50. 


If you want a bargain, come 
and see them. 


I'lower Buibs 


And sfeds for fall planting. 
Easter 
Lilies, FreesiftP. Tulips. Hyacinths, etc. 
Choice atock. Reasonable prices. 
680d6t 
S. Bash & Co. 


225 pair Ladies' Kid Button 
shoes. Flexible Soles, Opera and 
Common Sense Lasts, sjz-^s 2J to 
5, widths B. C, D and E; this lot 
are Plain Toed, worth Irom |2 50 
to t3 a pair; will close them out 
at $1 25—if you can wear any 
of the above sizes, they are a 
great bargain. 


500 pair of Ladies' fine Vici 
Kid shofs, (Lace and Button) all 
the latest up-to-date stvles, in- 
cluding the New Coin Top; this 
line is worth |2 75 to 
25; this 
week we will sell them for $2 00 
a pair, widths B, C, D, B and BE, 
all sizes, 


200 pair of Ladies' Tan and 
Black Oxfords, all the LATEST 
STYLES, worth from $1.75 to 
$2 25; will close them at $ I 35 a 
pair. We have Overgaiters to go 
with them lor 25 cents a pair. 


All our Misses' fine shoes, (lace 
and button) worth $l 75; go at 
$l 25 a pair. Now is the time to 
buy. 


All our Children's fine shoes, 
(laco and button) worth f l 50; go 
at $1 10 a pair 
Call in store and 
see for yourspp. 


350 pair-or M«»n's fine shoes, all 
the latpist Rtylf-B l-ioe and congress 
worth $2 75 and 83; go at $2 pair. 


A large line o' Bovs' shoes (all 
thfi up to date htvlf»-) worth i2 
ncd $2 25; go at $1 '»O pair 
Al! 
nur Bovs' sho;^'?. worth $1 50 to 
$1 75; go at $1 2') a pair. 


W p liave everything in the 
lineo^ 
R T BBP^RS that you can fliink of a n d 
at j.ow I'rieos. 
hetuember this Sale 
enii.s ."•'atiirday Nigiif, <icr. lOtli. 


THE 


acturers' Shoe Store 


2 5 Calhoun Street. 


<l 


We Are Showing the 
Most Complete Stock of 


FALL and 
UNDERWEAR 


Ü. 


Y^SSa. 


m 


Ever offered in Fort Wayne. 
Every possible want has 
been provided for; no matter what style or .size you 
want in Tjadies', Children's or Men's Underwear you'll 
find it here ALWAYS, AT IL.OWER PBICES THAN 
A N Y WHER E ELSE. 


vî 
i^sssr 


We Call Special Mienlion io Tliesa i 8 


x^SSL 


¿I 
»"r 


a 


LSDIES' DNDERIE&R. 


.Jersey Kibbed Fleece 
L i n e d U n d e r w e a r 
Three Great Numbers, 


AT 25, 39 and 50c. 
Made <rom Fne Egyptian Cot- 
ton, heav)ly fleeced, finished 
with handsome silk stitching, 
silk taped, etc , they are ex- 
cellent v&loei. 


MSK'S UNDERfflESR. 


Heavy R a n d o m Mixed 
Underwt-ar, 
the regular 503 quality, all 
'sizes, 
AT 39c EACH 


IWte Merino Ucderwear. 


A special bargain in Fine 
White Merino, medium weight 
Underwear, 
a regular 
75c 
quality, all siz iS, 


AT 50c EACH. 


^ 
Natural Wool Unûeiwear. 


•V 
»v 


* 


* "ï 


h 


X 


X 


X r A 


Extra values in two lines. 


AT 75c and t l 00. 
Made at tho famous ' Agawam 
Mills," controlled exclasinely 
by Ui; 
they are the finest 
values for the money ever 
offered. 


Two Big Bargains in 
Men's Uodefwear at 60c Sacli 


50 doz. heavy Ribbed Fleece 
lined Underwear, a regular 
75c quality. 


lOO doz heavy Camtlshair 
Underwpar, sold all over the 
city at 75c, both go 


AT 50c EACH. 


"Onelta" Combiiiation Soits -I 


Are the best and most per- 
ffct fitting garments in the 
market; we offer three special 
values in these. 


Jersey Ribbed Fkece lined 
Suits, regular $1 25 q jalitv. 


AT 75c SUIT. 


Fine Jersey Ribbed Fleece 
lined Suit^, sold usuallv at 
f 1 50, 
AT $1 00 SUIT. 


Natural Wool Ribbed Suits, 
a quality usually sold at $2. 


AT $1.25 SUIT. 


Dr. Denton's Sleeping Garments 


For children, the most com- 
fortable night wear ever de- 
signed, we carrv all sizpin in 
stock. 
AT 45, 50 & 75c. 


Xszareth Waist. 


The new Knitted Waist for 
Children, all sizes, 


AT 25c BACH. 


Katnial Wool Underwear. 


The famous "Agawam" Un- 
derwear is Bold by us exclusive- 
ly. We carry in stock all sizes, 
in heavy and medium weight, 
AT 75c, $1.00. & $l 50 
And warrant them to be the 
beat underwear made. 


Cliildren!8 Underwear. 


This is the line we excel in. 
We carry in stock every b z^ 
and grade that rould possibly 
be wanted. 


Jersey Ribbed 
Fleece 


Lined Underwear, 
all iizes, 
AT 25c EACH. 


WMte k Grey Merino Underwear 


Allsizps, 
FROM 15c UP. 


Natural Wool Underwear, 


White and Grey, 


FROM 25c UP. 


CMldren's ComMnation Snlts 


In White and Grey, Jersey 
Bibbed, Fleece lined, all s zpb, 
AT 50c EACH. 
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ONE PRICE TO AU:.. 


S T h e People's 
Store, i 


b e a d é L l & c o . 
S 


Best Lighted Store in the City. 


Sanatanum*»«* 


Plain. 8fii. 
Turki,s)i. 
Klortrio. 
Klectric 
\'ai)()r and 
M f d i i ' a u d b.uh^. 
A rational 
troatineiit í o r a i l l iironic (ÍLi-caM i, 
11)3 F!. Wiiviiü St., Cor. L a f a y e t t e 


Phone. ."O;. 
Fort Wayne, Ind. 
c. V. r.KEl'Y, .M. I'. 
Pliy.sician in charge. 


S. W. 
C T T . T . 


W A I - L - 
P 
A 
P 
e 
R 
. 


Latest Designs, Most Select Coloring, All Grades. 
Plain 
»nd Decorative Paper Hanging, House and Sign Painting. 
Wail Tinting, Etc. 


Do Not Forget our Initials or Number. 


S T - ^ ^ C H i a t o n 
© t r e e t ^ - ^ - S T 


TBLBPHONB 2ij0. 


F R A N K ' S 
C H O I C B The FIneitt 5e Clirnr madp. 
Sold by all JDealerH. 


L.OAXS. 
LOANS. 


Teo Tbonsand Dollars 


To liOan in Snms of 


$10, 
$15, 
$ 2 0 , 
$ 3 0 , 
$ 5 0 , 
$100, 
$ 2 0 0 , 


Or any amount you 
may wish, on fur- 
niture, pianos, organs, cows, horses and 
wagons, bicycles, store fixtures, macJiinery, 
storeage receipti», or any other available ee- 
curity. 


Everything left in your pos-ession. un- 
disturbed, and you still have the use of the 
money. 
You can pay it back m weekly or 
monthly instiillment,-? as you may hnd it 
most convenient. 
.^11 business 
strictly 
private and confidential. 
, 
, 
Loans made the same day you apply for it. 
Keal Estate Loaus .oiade also. 


X 


Foelllnger BM. 
3 6 Calhouu Street. 


Indiana Moitgap 
loan 


^Room 6 


FINE, MEDIUM and 
ALL GRADES.™^ 


Try it again to lioiue City and 
return for 50c, Sunday morning- 
at 8:15. 
8t3 


SPECIALTY-^ 


MErS ENMELED SHOES 


Warranted not 
to BREAK 
or 
GR/VCiv in unreasonable time 
or mTioy refunded. 


a . 
KIvXJG, 


194 Hanna Street. 


Hie ïoo a Solferei? 


HE NEVER 
FAILS. 


Dr. N. B. Smith, 


the leading and only expert apecialial 
in the city, treats all private diseases, 
varicocele, uervouB debility, an t all 
wasting diseaBea in young, middle-aged 
and old permanently cured. Dr. Smith 
is a graduate of one o' the best medical 
college's in the United States. 
He 
GUARANTEES a prompt and com- 
p]«te cure in all cases unde; taken. 
OFFICE 


No. 10 r Calhoun Street. 


MONEY TO LOAN. 


At lowest ratf^, on furniture, pianos. !horses, 
wagons, carriages. nxturcs..etc.. and leave 
the property in your possession. 
Payments iirraiiged on 
the weekly or 
monthly installment plan or to suit your 
convenioncp. 
Furniture leases paid ofrann more money 
advam pd. Hitsiiiess strictly private and con- 
tidciuial. 
Fort Wayne Mortgage Loan Co , 


Rootn 2, Seidol Blk. 
52'., Calhoun St. 


Hft Needle Worl Display. 


We are now showing some of the 
most beautiful 
Embroidered 
Table 
Linens, in doilies, center pieces, lunch 
clothe, etc., ever shown in the city. 
It 
will ri'pay you to call and see them. 


We bave also recHÌved our Fall line 
of stamped linens, stamping patterns 
aud embroidery matorialB. 


Coronation Braid is nev/ and popular. 
We have it. 
Art Needle Work Co., 


23 W. Berry Street. 


( Sliss Lowry'a China Store ) 


eople i l l 8u| ioods 


Voice Colinre Stndlo. 


Prof. George Abram Smith, of room 
12, Schmitz block, will accept a limited 
number of students. Excellent refer- 
ences 
26 Im 


Coal and Wood. 


Tti'MUosl roMable and host fuel is Tnal or 
Wooil. 
D.'n't relv on N a t u r a K i a s . 
Now js 
tho tiii\(> to i)uv Coal 'or winter. 
Hon r wait 
until the (ias fails. 
For Kood uuality, 
low 
priccs ai.d (luick delivi ry. icj to 


GEO. H. KllUDOP, 


'1 el. No. i:?5. 
Cor. Francis and 1 layden St. 


At ILjdia B. Anger's, No. 15 E. 
WatiliingtoEi St., for your Carna- 
tions and Roses, or at Vesey's 
Greenlionses, 9 0 Thompson Ave. 
Telephone 231. 


In Hard Times, if they are 
8<dd Cheap Enough. 


We we selling lots of goods—more 
than ever before in the history of our 
great store, but are making mighty 
little money. 


Times are not propitious for money 
making. 
The people will only buy- 
when they are offered a 
article for $1. 


We have been filling our immense 
establishment with car load a'ter car 
load of just such bargains, bought of 
receivers of factories that have'failed. 


The effect upon our business has 
been magical. 
In August of 1895 our 
sales exceeded those of August of 1894 
sixty-two per cent. 
In August of this 
year we made a gain in sales over laat 
year of twenty-two per cent, making a 
gain in August of 1896 over the same 
month of 1894 of eighty-four per cent. 
We doubt if such a record of increase 
of sale« can be matched by any old 
established house in the state. 
Foster Farnltare Co. 


FOB BENT. 
A very handsome suit of room» 
in the new Sentinel bnllding-* 
Apply at Sentinel connting room. 


umcial Keport 


M Uf 4allr In 


~^^F"Of ten Saves Money. 


I! you want to roncli the furmcrB uf 


Allen wranty, 
don't lorgct that the 


Wwklr Sentinel is your paper. 


ESTABLISHED 1833. 
THURSDAY. OCT. 8. 1896. 
PRICE TWO CENTS. 


A Woman's 
Ambition .... 


— Is to dress just as well 


M poesiblo on tho amount eho 
Is able to spend. Whether thu 
will succeed depends much on 
her good taste, and her know!-' 
•dge ol goods and prices. Some 
merchant* dread the shopper, ' 
tho woman who is well posted 
and bays only when she ia sura 
the price Ja right Wo welcome 
her, for well-posted buyers best 
appreciate our values. In dreea 
goods we have the latest con. 
ceitt of the twosofi fresh from 
the loom* of both foreign and 
d o m e s t i c 
manufacturers. 


There's nothing ia tho line uf 
drew goods in the range of the 
ordinary 
woman's} 
desires 


which cannot b* supplied here 
at ft price leM than she would 
expect. 
The' department ia 


crowded 
with 
new 
fabrics) 


which will delight you lo BCD, 
polite clerfca are ready to show 
them to you. 


GEO, DeWAUUCa 


I RUBBER GOODS! 


'7lr%kk». 
»•»•• TmVHv, 
• 
i 


*7ui!*?J*'*^Si.« i 
1 


•U..M 
Freest & Ranke, 


DBCOOim. 
• CWIionntt. 
Opi>.6M<1feri«n , i 


OYRRGMTERS ud 


... .In Ototh or Jerwyn 


CalfSkin, 
Enamel 
• 


or Kid. 


With • light OT h«»»y botUm— 


Mirrow wldlbi II you n«td 


• 
llOB. 


Prices Correct, 


M. AFP, 


', loacaihoun Street. 


Do You Want 
To Prosper? 


State llii tiding and I*™ AawiUtion 


Tri-State Building and 


Loan Association, 


Comer Berry ««d' Oem* BMU 
$^ Shower Bath 


. 
raJM RING 


It'll B*tw^*~fH°" 


*™?taS?KHi»ai«r«>« w»uc«i. 
Thos. Kelly & Bros., 


103 Madison St., 
Chle«(. 


Send for Calalosue. 


*d<> t* MKLVOOO to loan « 


farm and «Hy •**•*«» «* P» 
tonal odsenrltr. 
The J. F. SCHBLfc tow M 


fvrt W»yn«, Ind. 


T*lfiplt<Hi"*rlf[. 


I p*y tli« Bert Price tm 


CAST-OFF CLOTHING 


FORTY THOUSAND. 


Suck la tbe Democratic Major. 


ItylnUcwrgia. 


r»»allnU 6rwj ¥»h. utf Claim the 


ATLUTU, Oa , Oot. 8.— The ntttru 


from yesterdsy'a election are taming 
in detached tmgnienie and in an un- 
satisfactory form. Tbe early hours of 
this morning brought little authentic 
news, everything la being held book to 
await the official] compilation of the 
rote which lakes place at noon today. 
Aa then are 137 eounties ia Ute state 
and as many of thc-m are remote from 
railroad and 'telegraphic eommnniea 
tion, the authentic figures will nect*. 
•aril y be delayed. 


Fopuliit State Chairman Cunningham 


received Mlegramv thia mornii* from 
the four eonnties of Karlon, Hart, 
GlsMoak and Taylor, all of which were 
reported to hare gone democratic Ust 
night, claiming them for Ihe poputiste 
with a net gain of 660 met (he esti- 
mated democratic majority.. 


Chairman Cunningham aaid at 11 


o'clock that Wright, popvlbt candidate 
for govwwr, was eleeted with the 
net of the state ticket democratic. 


3 r »— The oBeial return irom 


McDume eotiBty, the home of Thomas 
£ Watson, show that thesopuUite 
hare carried it by 5M majority. Sea- 
bom Wright, tbe popvlist candidate 
for gorernm, earrite his b*«e eauoty. 


by 200 majority. Tee later retvvoe 
•how greater populist riilasthulome. 
Cobb eonatr. the homo of Democratic 
Cboirattt Clar. reported last night w 
»>0 democratic majority, ehews only 
KM demoentk m.jc/rUy thin afternoon. 


Several dmocroifo oeowtlea show up 


with larger aujorltlce tham at Brat 
reported, but It ia BO! bvlimd that 
Atkieson'i majority will exeeed 35.WO 
awi petbaps ft wiU not be esors tkoa 
m.OW. Taedamocratlo maforily will 
eieeed the vote gl?M Atklaeeaby 
teveral tkowaad. Tbe slowness with 
which the anolalretarns an rterfved 
la musing nuch complaint and the 
popalUlaar* c.hatgt»K fraud* IB th* 
south, m- atgro, enttti** wbtre th* 
Btgr* vote 1* tke strongest 


m 
TBBT UTMT. 


I:»r. •— ThefoIIowiugla fro* A 


ft. Cby, abairman demaeratte exemtlv* 
eewmitte*: "Orargia BOB ROB* dtaw- 
eratle by 40.000 majority. Atkhm.0 1* 
n iliBlil by at ItMt Wffo 
mufovlty 


•w the combined opvotitiowV - 


'•The wt M the ateta ttefcet is elected 


by over 49.000 wjorlly. ,Ta.e feaeral 
assembly la eMposnd of .173 awaiben 
•f tke boiw« aid forty-Jour stBatofs. 


"The fflpttllete hare eleeted twenty- 


two ateaibm of the house aad! four 
•eoators, and the fepvblleoae bar* 
eleettd two members of th* aovso and 


oeseaator. 


The denotata eleeted thirtr-alae 


•eistors sad Ifil represtatMin*. This 
i apprexlawtely oerreet. 


"Oeorjrfa will give Bryan and Bewail 
Majority »f orta* coaabla*d ooposi- 


Uoa aad will eleet all the democratic 
BMtotes (or ooognu. 


"A. 8. CUT, 


mftlee of Georgia." 


Fopvlbt SUte Chatmaa OyBBlng 


hHB girea to the Astoelattd Piew tbe 


To lb« AoaociaUd Fraas:-The d«a 


oeratla Mtluuta given out by th* 
morning democratic papen was eVl- 
deatly well oodded, for tbe pBrpesw ol 
"sooktii;" the returns under the claim 
of an iBereased majority. 
This is 


thermthly d«»ODStrat*d 
by wml- 


offlolal nporta melted' brmanptp 
thto hour, 12 o'clock, noon. My ia- 
•inMrtloM were that only elBelal and 
complet* returns should be wired me. 


eooe w* will not reeolve any returns 


until this aftenoan and night. Nine 
eonntlM have reported •bowing a dem- 
«etatlo lota ef 1,150 From figure*: given 
oat by denwmtle raorntnf papers. 


"At thto raUo AtkiBnott's n»)nrity 


AOBldBotbeonrSOOOO.bnt as htsvy 
populist ocmatie- have not been re 
ported, we owfldnotly expMt this ma- 
ority to b*> wiped out unlMa the d«mo- 
«rat(6 rMnrnitig board* illegally throw 
out populist preolnrta. ai bs* been Jcnfi 
bentolon. 
A partlnn regiatratlon 


law has bew made a tremendous inslrn- 
neat of fraud. 
Copies of the lUla 


wen refused populists. IB nearly every 
onunty nd bdfus and 'humped* Hst 
aent to populist preeluets, thcnb 
diifranehisiDg in some instances SO o 
30 per oenb of tb* legal popnliatvotera 
Roporta show the npgroe* voted soliJl 
afaihitnsifn nearly every county. 
ODDndeBlly believe Wright Is eleeted 
OB a fair eonl of the rotes M east, 1 
rplta of tremendous frauds, 


"JflBW D.' CtlUMWOHlJI, 


"Chairman Poptl III 1 Executive Oomrnl 


The Journal thU afMraoon will oat 


"The result waa obtained after a b>r 
(ought campaign, In which the isoui 
«ere cleerlT mad*. Thos« luuea w«r 
entirely lonal, and yester<ia}'a TO 
cannot be considered aa bavin* an 
bearing upon the national cc-mpainB 


"First. That th« people of Georg 


indorse the administration at QoYcre 
Atkinson. 
. "Seocmd. That they are op)>oaed 
a state piobiblUon law and want th 
present local option system maintain* 


"Third. That the negroes of aeorg 


appreciate the fair treatment gir 
them by thepnsant attte, odminlstr 
tion " 


D 0. Armmong, of M*iicft. If 


who h»a been Ticttlng Wa nephnw, X 
E. Tutlle, ol Washington boulevard 


or a few days, will !•>»« for his hone 


In evening. Mr. Tuttle will Bccom- 


P«BJ him to Chicago, warn- they will 


tneta the Chicago day demondratioo 


ROBBERS ON WHEELS. 


Desperate Deed of Two Blcjcle- 


HonHted Bandltc. 


lB»*a*ta Buk Kaldrd nod Tw» *>r 11* 


exwwvewl* Killed, All IB LCIH 


FAI^.U-T. Hiun, Oct. S-Tfro 
Hkcd and bicycle mounted robbers 
de into tbe little town of abwbnrnc, 


uurleen mile* from here, ynterday, 
uhed into tbe bank of Bhetburne, 
urdertil tbecathteranda bjslandor, 
'd. securing (1.000 from the oath tray, 


mranted their wheeb and etcapcd 


fore the erei of the atattlcd villagers, 
he ifiair w»s conducted with all tbe 
rsTodoofthe border drama and the 
Uing of the two men, one of whom 
•d laatantly, wu purely wanton, a* 
either made any miatance. Tho dead 
ire: 
1 


J. A. Ueitem, traveling agent of Uio 
alter A. Wood Hartester company, 
iOt throuch the heart 
OaehUr TLortmru.of the Lank of 
herbante, shot in the head. 
The Crime is paralleled only by tho 
d of Jews James and the Younger 


WTS whea they swmped down on the 


tie town of RoTlhSeld, a few miles 


wrlh of the teene of yesterday's crime. 


otih*oa*hler*r the Hank o/ North- 
Id down and decamped with a large 


mount of monty. IB that inatance 
ie robbers dtpotted on hone*. Mherea* 
esierrfey the erimlnoli. in kewplng 


th times, Bted bieycles In eMaplnii 
m the waged olllwnncf SberbBrae. 
At ab«t 1:30 o'clock two mtvrked 


Ben walked thromththefmnteiitraaec 


the bank to tb* eashier1* box,, and. 
Hunt * word, whipped out their 
volron end leveled ttmm .t Cnrhler 
orbum. The tatter dlii not mnv*, 
t the Mtt mltnte the report of two 
*olv*rs rang out aad Counter. Tbor 
ra Ml at bta desk. Atanolli»r <K*k 


the b*nk stood Mr. 0»tern, n 


ra«Hcf BBB. He wa* the only im- 
rdlate bar to tbe end ohich tbn 
bbm Mm«tbt to lairj, *fiit 
wlirn 


oibura 1*11 to the floor they turned 
d shot blrn d**d. Aa rapidly as 


Hsslbl«th«y taped «ver ibo ml! Inn 
kkk separated th«* Irotn the c*ih- 
«r'S dtsk and sr«Mre4 11.0*10 in <n»h. 
»ty the* ran -for the bock door of tbe 
WwirdlAwn they had Uktn the pTe 
Paulina to IrjmcitWi-liIojr-lpi.niovintocI 
brmaadr«d*BWty. 
Hall hoppeaMl Inside of two ruin. 
M, and the only wltnria to the deed 
as a woman who stood WTM* the 
net from the front entrance of tb* 


bank sad who was attracted by tbe re- 
oorts of tbe nvalvcro. fit* nw them 


irn OB OesterB, seoure tbe money aad 
eeamp. As soon aa pocsible ahe gave 
tlM alarm aad IB five mtaates niter the 
e*d bad bam oonmltted tbe little 
wn of KfaMburne was In a atate of 
altCBtsnt lueh as hss sever before 


Thwburn. it was found, wa* not 
«ad. 0*»t*rn. however, bod been shot 
rou|h the heatt aad bad appcrsBtly 


been tnatoatly killed. Thorhara lived 
wo hovra, haviag received bulltrts la 
ffmnt parts of hUboay. The towa 
Sherbune oonUlas searosly a soon 
ore than three hundred Inhnblttnts, 


but Iftslde of tea alanM several posses 


ad been fomod, iaeladiof ne»riy 
very male eit!x«BOt the town, and a 
aearchwasatoiMe inoUtvted. 
Every 


wn aad village whore Uter* !• tbn 
t|bteit poatibillty of the robbera 
litlng la taelr efTorte to escape hw 


been notified and their capture is ex- 
nested at any moBwnk 


FLORIDA RETDRNS. 


Kot Over One-half of the Pre- 


clBcts Reported. 


•rae.ete. 


JiotsoKniLK, Flo., Oot 3— Complete 
eturns irom sixteen oountfe* ID Fior- 
ds and partial return* from twenty-oil 
tber countiea indicate tbat W. B. 
lloxhsm's plurality, for govrraor wjll 
be from 15.000 to 3^,000. Thia fa a«vcral 
thouannd l«s than tbe«arlier estimate* 
and below the caiifMeQt predictions of 
aome of the democratic leaden durin 
the enrnpsigo. i The flgnrti show 
conildwable falllog .08 in the dtrao 
cratio vote compared with 1892 
I 


h»tyeftr OoTtftnnr Uitebell native 
32,064 vote* and If r. Bsskin, tbe popu 
liat c*ndi.latp. 8.309. Mi^heU'smnjorit 
bniiig 23.755. 
The vote for W. N 


ftheaU for iap«rlii ten dent of publ! 
natruetton luila (wr.sideri.bly belo 
bat for Bloxbam for governor. Denn 
E*gon, aailontl r«pub)ic*o committee- 
mut for Qlorida, says that tbs low vot 
polled shows tbat T. W. SttipIfnR 
republic™ candidate for congre**, «* 
beat It. W. Da*ia, tlio democratic «sn 
dlJate. 


The drill and dance, niton by tb 


Hibernian Rifl?s at RotiUon park Iu 
night was a great aucom. About 500 
people aiundftd 
A migntr^ent dri 


was put up by eompantea A and B 
tbe Hibernian RilU. Prixai will be 
awarded a'ter the judgu render the 
deo'uioB. 
The judgea are ' Captai 


Becie. Spice and Rankc. After th 
drill the parilliaa wtia the scene 
Ibipitohoreaii plca*urei until a la 
hour. 


Judge Chapln and bis client, Dr. 


E. Johnson, bave been at Albion 
coujil* of days to take dcpOcilJOcs 
! llo Johuion divotco CMe. 


AT BDRLINGTON. 
. 


r. Bryan 
AddrcHneH Many 


Tbonaand Fooplc. 


* T"^|E«Tniil"*^.tfI1i'in«i """*" 


BvBUKoraH. Iowa. Oct. 8— Waiium 
Bryan arrlTed in Barlington at 5:65 
is mornicg ID tfce ptifate car, the 
ame of which. ' Idler," ia wraewnat of 
cont*9it with tbo cnrapaigo record of 
r. Bryan. A local reception rommit- 
e of twenty, headed by S K. Tracey, 
ad ariicn early to moot the csndi- 
te and waited about the cer and ia 
a depot from 5:30 to 8:30, when Mr. 
yan aroae. He WM then taken for 


eerlcy, a colleague of Mr. Brjan in 
Dgreia. , A reception waa held at 
3D at the court home and at 10 
lock the procession etarlcil Irom 
•iu and Washington street! to CrnpO 
rk, wlierc the colUtum in wbich Mr. 
ryan spoke iodsy is located. 
The 


ratle 
w*oa 
an 
imposing 
one. 


WOM headed by a 
platoon 
of 


ounted police and then csmo Iho 
liwtn' baud, followed by tbe car- 
go in wbicb the 
nominee was 


ated- Behind in regular order fol- 
wed an escort of women on horoe- 
ck, a cavalcade of boracmen. and 
den more binde, including the Iowa 
ate band, nnd various lilier march- 
gclubi At 11 o'clock tbe fint»pMeb 
tbe day was mad*, It was in the 
Iteum bonding, a glgonti^ affair 


treated for Ibe wmi centennial of 


wa'* sdmualon to tbeuaion of states, 
ie crowd waa liatiled to tbe a'a^ of 
ie building, and wns eulbuiiotlic to a 
rr»t degree 
There were several 


outea' ol ob puling and applatkM on 
r. Bryan's arrival aud 
when be 


torted to *peak a frnat ovation wai 
iv*n him. 
At iht <oliteum Mr. Bryan fouid 
Kt thrre ««rt r^puMican* preeenl, 
d thoM t«t>t>blicitu< 'lid not he*ilat« 
aj'pUud-, onn mon dnriog tbad the 
bt-m who cheaird fur XoKialey. 
r Bryan anld lie WM glail they went 
tn M be wiibid to talk to thus* -bo 
vored bia oppao«nt. 
After boing 


B»id; 
w» are paming Ibrouitk aeanpsJga 


blch aeaa* a great deal to tke 
medcan people. 
Aye, mere tbsn 


at: It mean* a great deal totho 
tire people of thn world. There 


re crisis* in human urTnlrm. While 
«r* U«T ia of tqu<0 !*Dgth wllh every 
ber day, jet into some days vast 
porUncr) ia crowded aad Into the 
d of November vast impor taaee will 
crowded. 
"Uion that day the American people 
HMMO ft president who shall occupy 
* white toiiio for four yean. On 
tat day they laleet a houie ot repre* 
ntatlvManilou that day they select 
gintatuttM which will cboo«« United 
ales senators. Much depends upon 
orenult of this tlMtlon. For the 
rst time in the history ot the United 
•tea appears a p)Hy platform which 
eclarea tbat the gnld aUndard must 
Ht mtlnUloiMl Iu lhl« country until 
Oretga natloni Join us or ]>CTmit ua to 
bondon it. Nefdi be'ore have tbe 
mariean. people been saked lo deelsie 
n favor of a geld standard. 


"Every stop tbe gold standard h*s 


taken hentofore baa beta Iu the dark 
ud without tbe content of the Ameri- 
can people, and now (or tlie lint tine 


ie advocat"* of gold wk tho American 
«ople to endorse the gold ttaftdard at 
theballotbox. If it IB tight, If U is 
ood for tt»* Amttican people and if 
he gold stat.Utd will be good for us 
e ought to have it. 1 f the gold staod- 
rd will bring bUailoga to <iur people 
e ought to malnlaln it. If it bring., 


curslnp we ought to abandon it. ThU 
s the question submitted to the Amer- 
oan people. I ' stand 
upon tba 


laUorm; 
y«s, 
T 
ilnnd 
up- 


OB 
lane ,pUt'orms which agree 


on 
ose 
thiag, 
tod 
that i 


the gold standard ought to be driven 
out of tbe .United Statra. tbat In ita 
plRoe ought to be subititutnd th« frnn 
ud 
unllattwd cotnaee of gold and 


silver at Ibe present Ifgul nllo of 10 to 
1 without waiting for thfialdoreonsent 
of any oihRr nation. Ojr platform ban 


fiveu from ui fomo whi> were with un 


in the pnat Wn otnoot help it. Wo 
might have retained their cooperation 
iad we hffln TJilticj; la pay the price 
thpy uked. Wn mi*ht hsm hpen able 
to knap thfwc men with no h«d f< 
b«in willing that the ilfmocmtio party 
nboul'l btt 
made 
thtt 
Inatrumenl 


ol 
-plutocracy 
to 
overthrow 
n 


[OT^rnraent like ours. Some have 
eft 
ut, 
Perbapa 
I 
ouj;hi 


to to (id if y tbe 
term, became 
I 


1 nhi)ul<t imj that rnfn letwi DS it might 
imply that they hid reaaODMi tbtra 
l*lf BH out of tho deroocrntlc pwty— i 
mlnht Imply that they bttl' gnne 
voluntarilT- I will use soother ttrm 
Wo bate br.4 dropgnd oat of thn demo 
erotic party cerium ones who were 
more attached to tbe great corporation 
iutereaU of thin country thin they 
were to ibe welfare, o! the people. 
Ii 


their place we eipiwt to find men will 
ing to sot with m thii time ID order U 
make thia government worthy of th 
love of those who live beneath the nag 
and 1 oorno today to submit lor you 
consideration tamo reasons why repub 
licans' should join with us upon Ih 
platlorm woiah «ie have adopUd. • Th 
people. h*Tft already jollied with ua. 
will say joined with un; tliey may SB 
tha;.wehave joined witli them; but 
oatn not bow ycu 'express it, so we ar 
together now, 


"There. Is tfau dirtorcneo betwot,n r 


publi««s who ctnie to us and dome 


end* who go from as-. The democrats 
who g-> from uj moat repudiate the 
hiatory of the dcimccratio parly and 
abandon thtegi wbich baa been dtmo- 
rattc from tho timo when J«ffenon 
organised tbe detccc ratio party. The 
republicans who come to us haie simply 
to Sta? IT that wbicli tlia t( publican 
patty used to advocate ami wbich in 
bis campaign It aw abandoned." 


A Voice— "Humb. lor McKinlev." 


Mr. Bryan continued: "Mr friende. I 
beg you to reriain from nuy manifesta- 
tonsofdupleasure. 1 am glad to have 
hat man here who la in faror of my 
ppaneut. I only hop* tbat there are 
many such, became U is to such per' 
ODS that I desire to eij rets mv re- 
mark*. Hy Iiiend ban declare.l his 


roFercnce for Hr. HoEinley. I want 
o a»k him Which McKioii-y he is for, 
he UcEinley of 1690 or the McKinlty 
f 18MT" 


THE RIOT OVER 


And the A>adville niloea Will 


Be«Mma Work. 


ior w*rk. 


LUVTII.LK, Col., Oct. S— From pres- 


ent indications every mine that was in 
peration Morn tho strike will have 
trew. atarted agnln wilbiu thirty daj«. 


nrricadf», block bonseB and nentry 


Little Johnny, Elton, Laat Chant*, 
Emmett, Mahal a, Marion and other 
coding mints and. tho Rnuneetlon 
IH b»(«n limilor dele/naive works, 
•ore men are coming from outside and 
with those here wbo are d*lly applying 
or work will give tho mines full rotr.n 
oa far H they BT« wanted. .Umiw It 


robnrn, who boa bocn miisinjr aioco 
be riots, bos been r»pl««t M pie.1. 
*»t ef tbe Mloen* union by F«t*r B. 
'fttmtiull, formerly vice preiident. 
There fasa btf n no change Ie tbe policy 
of the union and thu mine operator* 
are nut BOW tfispoied to agree to any 
«mpti>ml.o. 


RESULTED IN A PANIC. 


IU»»o*n. Ind . Oat. * — rimben glv- 


ng way In a temporary ilnnd errcted 
over a feuatsla basin at Contra! psrk, 
whtro Wllllsm J. Bryan spoke l*st 


Ifht, reaalled tn a panio In which 


aaveral women were painfully injured 
nd half a hundred drenched in the 
billy water. 
Th* badly icjuted are: 


Mrs. Charles A, Cleveland. Balm Leon- 
nl, Mrs. H«nrr Undt, Mr*. Omr A. 
Krimbill. Miti Anna Wrnvtr, Hit* 
Ethel 
How*. 
Tbe 
slsnd 
was 


ermded 
with 
women 
nnd chil- 


dren waiting lo get a gltmpve of ihe 
ireetdenUal ewdldate. Kama ace. 
eager to keep up the enthusiasm, 
houtcd: "Here he camei1' A ruth 
was matte for IBS platforms and tie- 
voted pla«t, Dorlai this, the nttuo- 
ure which wis mode of two inch 
ilanke thnwn loe»«ly over ordioaiy 
luildlag joists gave way and a score of 
people war* plunged Ibta tbe basin, 
a the poBte which followed women 
tinted aid children were trampled 
upon. Order was mtored before Mr. 
Bryan and his t""ty reached the 
grounds. The phis Mam who attended 
tbe irjured are of the opinion that no 
fatalities will mult. 


IN SHAPE TO VOTE. 


erniiMB ••Minify K«aiM«n at MM 


HMSM m ««•<•*, vmtf. 


Cation. Ohio, Oot. 8 —"No. 38. Wil- 


liam HcKloley. ana lifty-tbree, Ko, 723 
North Hatket .trMl. born in Ohio, 
moved'to preflent house January, 1K9C, 
but ban voted in tbts precinct Sve 
yeara." 


Thli wss thi entry Cl«rkn MoRoberta 


and riunkard made on tbe registration 
record of precinct B, firtt ward, cotly 
tbii morning, 


llnjor MoKInley drove to the polls 


In the one hone family carriage with 
Hri, MoKinley and a cnuplo of frlenda 
at an early hnur. He took the first 
opportunity tb get away from hla house 
before today's delegation* began to 
arrive. 


Els atop was elastic and ti» face 


glowed trith good health as he bodily 
Htrpped into precinct headqusrlen, 
lilroiantly 'awaited his turn iorrjiater 
•tier otTOTal workmen and clerka. He 
-rot. ni* name, William McKinley, In 
full aa ri quired on the reglitration 
boohs ifiatend of abreviating William 
na usual . 
MEET IN "ANNUAL'^CONVENTION 


tllMrcn. 


lHmjLH*rouR.lad.,Oot 8— Thnftracd 


lodge o( IndjftDft. Koighta and Ladit 
of Honor, bai held iu nnnual mwticp 
The lollorring cffiofrs were el*et*d 


tfarion; gnind protector, Oenrfre P 
Lawrence, North Varnon; vl en grand 
proteetori6>C. Kosh, Kwosville; grand 
lecretoty, A;.H. I.*ne, Vincenncs; gmit 
lt«flur*r, J. T. H. Ulller, T^rra Haute 
chsplftin. MM, Elimbeth Shunoy, Ncn 
Albany. 


• ST. Louis, Oot. 8.— That people of Bt 
Louis nre unumally inttrctted in th 
political iituas ot tho day can not b 
questioned. Oa the first day ot regia 
tration oierr S0,000 volen rpglst«r«d 
This ia mamloun when it la know 
that the totnl vote of St. Louis in~180 
waa only a littlo over 72,000 Th 
election ' commiwiocera 
believo th 


toisl roftiitratton tbifi year will bo ova 
100.000. 


An affidavit baa been filed againi 


William Miller, tho brick manu'ic 
urer, For not tahinc out a vtliiol 
lietcco. 


REPUBLICAN MEETING. 


JameaA. Mount and Julin L. 


Orllllthin tlio City. 


— FurHdc In Honor of ib« ttrpnbll- 


can fnndldiite far U«v«r»r. 


TLe republicana of this city cave 


their candidate for governor. Hon. 
Jamra A. Mount, a cordial greeting 
lut night upon the occasion of bia Bret 
visit here during the campaign. 
Tbe 


parade arranged in his honor was a large 
one, SB was alto the meeting heM at 
tho Fricctsi rink, the big building 
beiog crowded. 


Tbe two *peakera at the rlnh were 


Mr. Mount and Hon.. Tobn L. Griffith, 
of Indianapolis 
Mr. Mount li not an 


£- 


orator, but a plain, practical farmer. 
His epeerh lost evening, however. WM 
aa excellent one and he discuswd the 
iariff and the money <iurati(m In an 
nlcrvatlng anil forcible manner. 
He 


tpoke for about an hour. 


Mr. Griffith followed Mr Mount. He 


* oae of the best republican speakm 
n the atale and bia audience last night 
followed him attentively IB bid able 
diaeastloB of the political iwurn or the 
present campaign. 


The exercise* were enlivened with 


mucle. a aonjc with mandolin acoom- 
nraimvtit that remiverl an meant and 
another song by Prveldent Smith. "Sa»- 
eg tbn N.tioa." which was applauded. 


lathe parade, which was presided 


by a »»p»«r of horsemen, and 1b* 
First tkilm«itt A. O. U. W. band, the 
following organlaatloBa took pen; 
Tlppwanoe club. Ziba band and drum 
oorpa, U|gb Sahool McKlDl.y club, 
Boldltn' STJSII aakl Oltbina' club, aad 
railroad dabs. 
The prasiiilon aaoved 


'nm the corner of Clinton sad 'Wayne 
•treeu south lo UarrisoB, north to 
Columbia, vast tu Barr, nuth' te MoBt> 
Romery, weat to Calkeu*, Berth to 
B«rry, west to Harrison, soath t> 
Wayne, wett to Broadway, aorth to 
Main, thence to PrinntM rink. 


BURNED HIS POCKET. 


George Buely Got Dra«k OB 


Hnmebody Eliw> Meoey. 


UK Ludu !• Ill* rftHm MallMI MHI 


Lulcr ricMta HlMSMir IM J*ll~ 


Qeorge Buely was atrested by Offloer 


Splllnerfor drunkennsM Isit nlxht. 
The fellow had bem trusted with (4 to- 
buy a pair of shots aud other articlea 
or his stepfather, Mr. Browaibcrger. 
Bo vctforoied Ihia part of the errand, 
but the change he bad over burned his 
pocket, so he ;put It Into hia stomach 
n the ship*, of very itrong liquor. 
Spillaer bundled man, ihon and 'all 
to the police station and he WM sent to 
all fur fourteen day*. 
, 
'• 


Superintendent 
Ooraline has re- 


turned from an official visit at Toledo. 


A ailv« atar belongiog to tbe "Port 


Wayne Defective company" was lounc 
on Lafayette Btreet by a lady today ant 
was turned over to the superintendent 
of poHoe. ' 


Officer Lot Sharp It having hli vaca- 


tion. 


SEVERE COLDS PEE- • 


VENTED 


By VlHltltiff Oar Cloak Boom 


and Pnrclianlng One of 


Our Warm Capes 


br Jacket*. 


We have prepared for hard time 


and can soil you Wraps for leu money 
than Bey other store in the city, 
toure WOLF & co., 
Arcade Dry Ooods Store, 


Weat Barry Street. 


It Ii M Mistake. 


To delay the use of glasses SB long as 


pnwiMe, Ynu overtax your fiaion, an 
the mnselw n* tbe eye Buffer in conse- 
quence, causing a burning Equation 
blurred vision nnd headache. 
W 


correct all eye diffifiulty and guarantee 
the corn olion. Dalian F. Green, Bx 
peit Optician. No. 3 Ar^ndn. 
. 


Great Olove Stile. 


S butlou lengtli 
niouHijuetair 
ki 


glovw, regular price *1.EO pair, pric 
today 858 a p»ir. 


Shopping kid glove B, worth (1 Oil, fo 


Al. FICANK A CO. 


PENSIONS MAY BE TAKEN. 


ttmprt*t« Conrl ot lown HeBdei* » 


Importnvt Declnl*«. 


Dss MoiNsa, Iowa, Oct «.— H h> 


been decided by the supreme cou 
that the board of commissioner* of ih 
soldier*' home at Marsh si It own, wit 
(he^ commandant tut ft parly to tn 
notion, may be privileged to eppropr 


t at« to use of the homo tach portions o 
• the veteran*' pension* in exccia .of : 
e per month »a they may tea fit. ..Th 


inmRtoe ol tlio homo recently secure 


n injunction restraining the commie- 
an Tram touching the jx-HHiaDE 
The 


THREW STONES. • 


A Itiujcol Heuxven a MlMlle Into 


tlio Kcimblioun ICanka. 


vHinnm Wntlmbrr. Wbllc M.nblatJ 


LNNI Sight, Rcrrlm n •*»«* 


WiUiam Wnrtonbe.-, of tbn PttlBbuTg 
ockamith shop, wenrs mourning coi- 
rs about bta left eye and has an ujtly 
ound on the cheek. Uu win parading 
itfa the McKinley Railway club Ian 


evening, and whei^ at the corner of 


Montgomery and Clinton e tree in waa 
ruck by a stoae. wbich waa hurled by 
BKOoe in tho crowd on the el. I e walk 
tbat point. Tbe blood spurted oat 
the wound and If r. Wartenbee wa* 


eoroj.slled to leave tho ranks and go 


to Rudy tleinricb*B druj; store to 


wash himself. Another stone Irom the 
tome source struck one of the old aol- 
ien upon, tbe knee aad, indicted a 
wound which mated him to retire 


om the ranks also. Several boya in 
« crowd on the walk claimed to line 


•en a man hnrl'tbe stones and then 
nmp over a fence anddltspptar behind 


e home. They did not know him. 


John C. Dorton. formerly a Klekel 
ate detective, now > boarding housa 
;e«^er on Ifecbonie Btreat, bccaroe 
votved in a political 'luanel with 
ock Hransfsn, In Nebraska, t eater- 
ay. The fight occurred ia the Uautch 
aloeaaad was lively lor a few min- 
us. Horton had a long gatli cut 
Bd«oneeye,filendiBg down to the 
owe* jaw. The wound was dressed at 
eller'i drug store in Kebnaka. 


. • 
A convMrriDLC ACT. 


Some soMndrel 
threw a 
atone 


rough a window containing a picture 
Bryatt, at the residence of A. J. 


UthoBK. OS UotrmaB street. U WM a 
Mtrmptible act. 


ANNUAL MEETING. 


Lait evening was held tM anaual 


BwettBg ol Plymouth Cragregstioaal 


ittreh, which was largely attended,1 
be ladios served supper la the dialog 
all from r);30 to 7;30, alter which tho 
pastor. Itev. J. B. Ainslle. took tb« 
hair aad called tbe mMlInx lo order 


the church lecture room. 
The report o' 8«omU*y 
Bower 


bowed' that 1.10 new memben had 
been rrciived during the josr. which 
arpaiMB all previous reeords,' aad the 
port ol Treasurer H. O. Itobertaon 
towed thst the money received aud 
itbuned tor current exp»no«e and for 
eyBMBt of church <l«bt amounUd lo 
3,771. 92, Ihe variow aocttitlea within 
tbe churrb, l,*.U«. fOM, making a 


The reports irom the various depart- 


ments ol church work indicated a mott 
svbsUatlal and ateady irawth innum 
beta aad in tracieaey, aad were received 


1th a lively Intercai The fotlowiBg 
moera were elected for the eaiuing 


A. B. Honey, clerk. 
U. A. Koberjsoa, treasurer. 
WJB. I<awion, truiteo. 
B.O, Poole, Wlllard Foiriisld, Gro. 


0. Ruissll, deaeons. 


Paul Hossmav was re-elected u Sun- 
ay octfool •uperinlendent, and Robert 
rawford, OMlatanL 
The board of Irasteea aud deacona 


will, through the pastor, announce the 


ppointments on the varlout commit- 
tees next Sunday moraine. 
Plymouth 


hutch ia now one of the strong 
burches ol our city. 


TEMPLE CUP GAME. 


VI*velMHl Md BnlllMnn »«w !• Ihti 


CI.KKUIKU, Ohio, O^t 8 —Manager 


Tebean, of the Cleveland team, and 
Manager Hanlon, of the Baltioorea, 
hod a conference thia morning am 
decided to play the Temple cup game 
this alttrnoon. The guna will begin 
at 2:30 p. m. Ymng will pilch for 
Clerelnnd and Pond or Ccrbett for 
.Baltimore. Tho aeather la clearing 
bat the air Is still uncomfortably cold 


' HON. EVERRETT P. WHEELER 
Will *>eak m HiM-Mwrtmsv* Hnll T»- 


nlKbl. 


Hon. Everett P. Wheeler, of Now 


York, will apeak at tb'e fold itandard 
democrat la meeting to be held tonigh 
*tS**nK»rbund hull. Mr. Wheeler 1 
an able and cltquont speaker and on 
of the moat prominent statesmen of Ih 
entt. Ho wan a osndidnie for governo 
in Now York neninst Hill. 


LOCAL LINES. 


Bather V. Urnno iambg for a divnrc 


fntni Delbnrt F. Crane. 
' 


Bora, to Mr. and ftfra. Lawrnnco C 


Kleinriehwt, of 11 U.,(lm»n etnct- 


Judge O'Rourke toilay K"o Georg 


W. Countryman a divorce from Haiti 
E. Countryman. 


Judge O'Rourke delivered H forcibl 


speeeh to the ailvcr republican oluli at 
the court houao lost night. 


Dull R. Chambtrliiln, of TifDn, Obio 


is in the city. Mr. Choniberlaia ia one 
of the beat hotel men in tbe country,* 


The first lecture of the Cluli league 


will bo held althn Tc m pie tbla even inn 
Mr. C. R Henderson will lecture on 
"Social Democrat^, McMn find Pro 
firm." 
• 
: 


Tbe "Independent Fivo" have iesucJ 


invitatiocB tor arcctplion to bo given 
the 20lh lest, at the home of Anthouy 
Dicrkts, of No 8 ClMk atrcft, Bloom 
ingdalo. 


FORGED A CONTRACT. 


Professor Urcitwlnor, of tbu Co- 


e««e Strhoolc, Is in Dlseracc. 


IrTrwIriln nnrlilnr Itrluncl*)r IB thf 


Frank W. Jrwin, manager of the 
inger Manufacturiog company, hag 
eturued from Columbia City, where 
e «aa looking after tho prosecution of 
rof. J. E. BrcitwiBcr, who forged paper 
r the company. 
Tho fact ofTrtvmor RreitirieerteiDg 
rominent in school elicits in Whit Icy 
oanty made tbe cue of conaidcrablB 
ntvmt. 
It appears that Breitwincr 


ook n mocbine out of the Singer allico 
Mtensibly lo •*!! it. Inttcad of doing 
o he traded It oH for a hone and 
rged a uctitioni nunio to the contract 
Inch be returned to tbe office, lie 
eaded guilty to the c barge and would 
o Uoubt have tone to the penitentiary 
ily that several phyiiclana sworo that 
iu con G cement would kill' him, on 
ccoaot of bb poor health. He was 
nod heavily and wat to Jail fora thort 


Professor Breitwiicr a well known ID 


hia city. Ue wot Tor a long time in 
barge of the Coeofe ichooli. . 


FOUR GENERATIONS 


tepresentcd at 3Ir.- and Mm. 


FlKber'a (iolden Wedding. 


r»«eTntlWiM»NiirvrlM*M ISM A*rA 


There wai a happy gather! PR. in 
blch four generations were repre- 
anted, at tbe homo ol Hr. aad Mrs. 
nlhoay Flecbcr, out nmr tbe artym 
actory, Ia*t evening The cv«nt wnt a 
urprise party oa the *g«d couple, 
iven in honor of their (oideu wed- 
u>( annlvenary, whlcb occurred yet- 
m«Uy. 
There w«n five children, 


love* 
grand 
children, two great 


(andohildrm and a half dncn Inii- 
mate friends preaeat. The parly con- 
rcgaled at a aefgbbor's aid sent oae 
f tbeir number over to the Fiicber 
Midenoe to entice the old people Into 
be kitebon. Then the other* qul.llr 
ntered at the front door and aealed 
U«nuelves In the parlor and atttlng 
room and awaited tbe return of theirrio- 


rai, which wu not lonx. 
Mm. 


ischer came firit and her exclamation 


T surprise hastily brougbt Ihe old «n 
eman. ]t«v«r were two people more 


completely aurprited and for an inatant 
hsy could do nothing but atare won> 
erlagly at Ihe group which mritiitndeil 
hptt. Thn evening was one long to 
ra n membered by oil who participated 
ntbeaflalr. Gratxlpa and Grandma 
liicher iwnlvod many prevents, In- 
u.lo,i ID the Hit t>§Ing several pieces 
f gold coin. 
. 
' 


TO IMPROVE THE PARK. 


Large Grvenhoas«a to b« Built 


. 
Mt the ttoblaoB llewfrt. 


iMrtBMIwWarMi* a* rwnb«l IM lite 


The contract has just betn tat for 


several larg* gmnhouiM tit Itoblson 
park aad the work will go ahead at 


ace. The object of having thn now 
ulldiog* Ia to allow propagation ot 
aweia durinjc the winter month*, .in 
riler that they may be transplanted in 
he spring. (Icorga Doe-well will have 
barge of the horticultural iutercsla. 
It U intended to puih the landscape 


work st the park in early tpring and 
drnwiDgsnave alru<ly been rirepond 
or it. 


The company h»« jmt pnrebsied of 


William Bioko thren acres of land 
along Ihe park line. Thia purchase 
wit) enable them to secure cully all 
he dirt sod gravel needed for Tilling, 
renallaitiag and widening bonko. Thia 
Improvement will go forward at once. 
FIVE CLUdS FAILED TO FINISH 


A telegram from Yonnstinn), Ohio 


readt: "Tho affairs of the Inter -SUt 
iCagUft will be wound up hern at * finn 
xaeelinj; of tbn directors on Vridn 
tight. Tliiojclubj will demand th 
gufimntwi from the five who lallod t 
finish tho H*nnon. 


WONDERFUL ! 


Is the EnUiasUum DIsplaye 


Over Onr T^nco Curtain 


»nd Cnn.ct Bale. 


The crowds were BO great that it won 


impossible to give ell proper attention 
so wo will continue ibn sale the bal 
aiicn of tbo weak. 
. , 


Don't raisa the chance of a life time 


to bur cheap curlaina nnd otrpeti. 


LOUIS WOLF * CO.i 
Arcndo I>ry Ooo<l» Store, 


Went Ilerry 8t, 


.nicu who wiinttolicaraapcoch 


devoid »t partisan blitn sliould 
be sttro to nttend tbe mcothiK at 
SacnKorhnnil Hall toniKlit. Kv*r- 
ett F. Wlionler, thn noted Ke\\ 
York reform lawjor, will be tJio 


THE NEW COURT HOUSE. 


l>ln«n Will !,<. FlnlHlie.1 n. Abonl 


Tho draught em eii employed by Arch 


itect B, S. ToUn on thn plans for the 
new court house aro [itiibing lhio£e 
iloug at n rapid rMo imtl it in though 
they will be completed in about thirty 


Onu of the county caiura.iaWer*, in 


EnuTPriatitui with n SF.MTINKI, rcporlrr 
D»id il would bo Ilio hindaomctt cour 


ouseintlm United Slat PS 
It will 


make Calhuun street ehine from ono 
ad lo tbu other. 
Mr. Woriutngton, of Ilic Bedford 
one quarries, WHS in the city jeater- 


one-re to urgn tho nJoption of the 
otlford stone for th« entire htiucture. 
Ju*t ns noon an tlio plans are finished 


>}<li will be nilvertiuil for and the con- 
rout let. His thought tiiat ihs buihl- 
g can be built fot J5CO.OOO. 
HOME liYTHE SOUTH. 
larrluge Tah«s a Fort Wayue 


Bride t« Florida. 


HfmHtimmr. Wrl*bl. 


Thi» afternoon at 5 o'clock, at the . 
ome of the bride'a parent*. Mr. and 
ra. J. H. Bildcrback, 247 BnetWBjne 
reos occurred tbe marriage ol tteir 
aughtcr, Miss Louine Kluabeth Bildt>r- 
:ck. to llr. Willirrn Unrlirj Fielder, 
f Tampa, fit. 
Tlio wedding ring wis uitd Iu the 
ci (many, which WM performed in the 
. 


Terence of a few of the relatives and 
mmediate friends of Ibe contracting 
artin. by Kev. Dr. Henry W. Bennett, 
be pastor or the Wayne Street M. B. 
burchof this city, and was a very 
relty oce. 
Tbe bride was robed in white organ, 
ie and the groom wore the conven- 
or! block. 
Tbe bridesmaid was 


Ml" Blanche Bllderback and the 
groomsman Mr. Bert Foster. 


Alter the eeremoay n wedding tup- 


per was served and st H p. m. the newly 


fddcd couple lelt for Chicago snd .' 
ther wrntfrn citie* on their bridal 
our. The? will r«lcrn here on the 
8ih of tbe month and then leave for 
imps, Fla., which will be their future 


The bride is a It, rely young lady and 
opulnr with her large circle of Iriendi 
n tbiseity. ThenrooailsapnspermM 
ouig busicew man of Tampa, being 
IB cashier of uueol tbe large industrial 
rma of tb*t city. 
Hr. and Mrs. 


ielder were the reclpieali of many 
aD<1iomopraflnti. 


MiMAnna,lh« antisbU rfM>ght«rof 


Sir. ond Mr*. John 0. K»»i<l, yrstcr- 


ay afternoon becoKin the Wide ot 
orvol W. Wright, »u» ol Chicago, but 
onnerly of tbla city. .Itev/J. M. 
OKV, p»'lor of Ibe Third Presby l* tiaa 
luioh, petrlmHd the eenawBy !• 
he prMeaoe of relatives and Immedl 
Wi friends. 
It wss a quiet, but vety < 


wily wadding. The bride acdgtocti. 
«Ft la«t tvonlnir for Chicago ItVrsstd.. 


TWO RUNAWAYS. 


Edward Olwdot, n Farmer, 


A»ISr»l. 


A hone driven by Joe G«U raa aiar 


on Wathingtoa street, near GalkM» 
today, throwing Hr. Oela out hot lot 
niuringhlm. HUllltlabay, wbo oat 
n the seat with him ptuckllr held oa 
to the lints tad • topped the hone a 
ijoore away. 
• 


1XOTIKO •ITMIHI'Y.' 


About noon today a Main ttrwt car 


collided with tbe wagoa of e farmer 
named lEdward Olrwdot, of U.nlea. 
The aoelrfent happened at the Inteteee- 
Ion ot Borr atrcet. The boraea, badly 
rigbtened, broke away and ran down 
he Nickel Plate tracks a quarter of a 
mile away before they were.iloppcd. 
Their legs were badly lacerated. 
Mr. 


Girora'ot, althouih bsdly shaken up, 
suffered no serious injury. The wagon 
WM wreaked. 


BUTLER'S VIEWS. 


Talks of the Georgia Election 


and IU Ueartrgg. 


ftnya ibe Ht*tn Will tilvo ?.t,ooe H)>J*r< 


llj far Bryn— R««rnen V*lc« 


Wllh the mfmetTMi. 


inquiry from tho Atlmta Journal ai to 
its opinion nf the rt »u)t of the Georgia 
election, ffenntor Bntler sqnttodaj the 
following telegram: "U Is almost cer- 
tain that s mnjarlty of tbe white TOtte 
ol Georgia Ttftro caet for tbe people a 
party ntata ticket. TLis is a treat gain 
over tho partj'd liut vcte, aud if dne to 
Ihe persooRl popular it j of Toin Watson 
In bin onn state, and lo the dniire of 


the people to rebuke the tnBnigewent 
of the dnmocmiic pirty In the state 
alVain ol fltor«is. Evidently the dm- 
ocrstlc party U iu Job tea to tho acgro 
vole for whatever hind ofvinlory lliev 
have won. Thn outlook for Bnrnn aril 
frco silver ia much better tbin it was 
tea dnja ago. 


The roaotion against the ecliemei nnd 


mcthndg ol the republican party him 
already set in, nnd will grow in force 
until tbe dny of Iho election. Thia 
provei ibe impotcncy ol a boodle, cam- 
paign, when the people »r« aroused on 
agrnt.tantl vital iinue. The prcetnt 
indications show two hundred and 
thirlrtfro electoral votes reasonably 
certain for Bryan, with at least aa equal 
chance for se?*nty.fi?ft more. 


-M.niON BUTLER, Chairmen." 


Senntor Hulkner, of the <tmocTAtio 


congrwaionftl committee ex pre IB ed tho 
opinion tbat in tbe presidential election 
Georgia would increnao h*r dcroocrntio 
mnjority loJ5.QOfl. 


MM. William " Mi'jera"' of 2fi Onk 


direct, who1 hM been su daring with 
tjpiold malarln for stveral weeks, is 
now sluing tip and hrr speedy recovery 
Ia uni'clpMod. 


6963696969696969636869 
SPECIAL SALE 


CENTER STANDS. 


These Siands are not Poor, Traahy Goods, 


) but are Solid Oak, well Baished and are worth 
I almost twice wh«t we ask for them. 


I Five Different Styles. 


** 
24x24 Tup, worth tl 75, for tl.OO. 


,« 
22>23 Top, worth 11.90, for 80 COB!* 


t' 
18«18 Top, worth »1.W, for 80 data. 


0, 
leslf Top, worth tl.00, for 60 oant*. 


,« 
•'! 16116 Top, worth 75 cenu, lot 48 oenti. 


PICKARD BROS. 


' 
HBADQU1BTBBS FOB 


FURNITURE and STOVES. 


TBUB8DAT.OCT. 8. int. 


DBlUdllajdoM.batik, mat p 
laiaa_rlidriak. IIHHiBB«.t 


BT IMP Ml wiapiBa of warfan, 


aai«lr dMlraja Ih. bodr, Iml 
B»»daBdia»lah»." 


Sttmt A BmuB, M. rf 


-UHbOla.!,-!. oalhaatopla 
•Wa, for Mclialr/. Hi taaa 
npaUknadlriai Ml war, mf 
amiaW wllh IhU pan. mr lint, 
tfeaacfe . hw fiaaj Baa hi BBttaJarh 
*l*l|ll.l « ma, II hill wi 
-»' 
"•Ml"- S«.-«i-«7« 
al» Mhw mi hht apwlBji ahawd 


.. 
TUt'k Ihl 
•..,lil.<rMBllil i haaaiH 
• 
h, Ih. .inkaili aBd Mhar 


"I mm Omt. m, B ha* Itaw mi m, 
I Om. Ik. mu, mn 
imMiMi ma .x 


mijui.iht.BiMi 


IMBMll A praaaaU a 
IBIH. wUM Bklldt W 
a» mmm, ib, M IMT 


nHbxja, IhU <..>.« th. larf taM 
Ik. kMa, IWy lah. l> wa. IM M. 
H.' liraJy hallaa. lUiriMIIIB) 


Onr Fall Stock 


is now complete in 
every department. 


Men's Overcoats 


and Suits, 


Greatest values we 
have ever shown. 
Prices range from 


OtiR LINE 


Boys'and Children's 


A surprise to all. 


A good durable Knee 


Pants Suit at 81.00 and 
upwards. 
We are sole 


agents for Neptune Anti- 
Pluie Boys Clothing, guar- 
anteed water-proof. They 
have given universal sat- 
isfaction for 
the past 


three seasons. 
Oar tr.ferj.nMr Boy. 


LEHMAN'S. 


thathnocforth pnjen inplorim 
inwlaaoi of BM*e.,aml in blaMtox 
ourdriibaralloM b* k»]J ID !»!• 


blf «r«rf moroiag befora we 


oard to tiulotia'; aad that OBI or n 
oflhoeloiroftlih) city hi 


otMataiathatitrrioo." 


Tn paUlloB for th* BltlOBal, 


broad I«r.. proUMtloa liokit 
bMB tlld with Oonraec Hatthaw. 
UioelttdMifallntoreltoton aad 
foil art of atato ofloai, with thi izwp 
tiOB Of IBBdidltM for Ihl tppllll 
oovrt. ThiBumMr ol BUHI Itlaehid 
ie botwMB 1800 aad 1,900 Itititit 


ibarif prokibllioobl. 


thi ttatiwbtblTt hitherto TCtod I 
itnUat ptohlUtiin ahMcul llakal, 
b.1 wht will BOW Tito fir th* Bryan 


hi 3 000 


rioafuuilMBOdrniaiaaaiber 


am* oOoirr, it wtttM aona Ihrt th 
XTailtd Blab» Mrrioa k OBI of th 
kudnlia the world la MUr, naa 


prinu. Th* ak].<nl tf the 


IMadaaaibM Im. nhwd *> tda. 


lib aow aardar to bmrni 


•rdlBMT llUiar, with Ihl pa; at |I. 
nn.th.thaB Ilk to a>Uf air btuah 
ofthtdrtlMrnoi. Thl IlKhtoM oW- 


la the aaalloi.fi ph>ahi« 
hU debar Urn. MiiaUoabad 
1 abmtwr, in. with. 


phnlaa. Thl 
f , MujlHr 


Ihla tear hara haa. MO 


whlh Ik. ._(, rejnUao. war 
3000. It bawd to Ml that . IB* 


unnfam 


K. alk. MUk MTTI 111 If Ihl MMI 


Mtly IMI.^ M Ih. aBU ... 
a»Blr,.nBUr. mi Bali. TM, 
nlty I. . brf that m, h. tk« . 


airaataa.^ It. alt., Illllln m 
•.wrllbMB^Ith. ••III., hw 
la.CrMHroflh.warM. UwwOMar 
wiiif.MliUiwilir fraVth. .rife 
BMhHIttoh. frartlal IH, m, 


lanVark..wMBlU, . ., W. 
wTHaannllr. bma. tW wwtW. 4V 
MBBdllr IMh BMk ._, MB, n 
Wry MwaUad wt.wHhhwr.lh 
••I mini prlrllnii IB. ^ijl IB> 


my ill.. 


Wa.: IAl..tMl|...,V.Mr 


tm^mmmummmtmmHi 
at.nll.lk.Mha, MM Ik. BBBBI 
«m,lm*n, Hm+i m»,< 
•MBMBlwUlUMInfaBBi;... fc_ 
mm.l,-..lk.Ma». I. 11*1, 
MMHa aarti'' '«M B> Htm, m 


mZmlm'lS'mSr* * «l2 


ataMaa.BW.raia.lffa) 0» ar. 


V vhM Ma h.taB.pMMi m^J 
U,BlUaB»a,wllk M. g.UH>» 


aMrMMty Ik.l .llMd. IHinlii 


Uoa. a MUaf *I M ih. Ma** .f Ih. 


•r aaj pwM Illlllll, wwild 
. 
. 


Ha. art Ml IB tk. ^Ullltr BraiwMd 
l.!, Will i. rinl a. 


1U nlaaVwhaa iiarar» 


aow». |OM WO.U bi thi mm* wf all 
trad, aad lana. with ao | 
-IMoaBldpaiilUyintnllt. 
Ta. pndnritoB K drir, with nil 
•rllio. la Ib. qgutlti yltllMl by 
• Mini, nnWhiiM to r.|al.u th. 
IworpHnorbnh miuk, 


r f a a l a U l l t o r . 
qilBlltr,. iMipand with 
, 


nrwaulduoniM IB T^aa.aad M 
TIT iiaami la qaaBtli,,M to*. 
-m wllh told, aald would ia.arMM 


TBla», ud thi mat cqiitliM thai 


roiUaan h. mad. banm. Had 
woBldHaad. 


TTadir thli .reit piwriaiiHi of thi 


Cnatac, IB I autl. 
....... 
ildatla. ot all IB* 
miBkiad,all uil 
liBflad than, 
, 


UIIB lo.BMab, parll.; th«i, 


Ih Una, >UBIP thaa> M oota., IM 
-rldak* law tba ratio betwowthiM 
wkiih Ib., .hall b. nMni la U. 
BipaautllB of 111 d.bu iad dimJ.1 
d thi ndimptiOB of ^1 proiiiMB lo 


TBB Indication It urn next rear will 
Tartej, li«. E|n«, a prowewnwlo, 
i, howarer. Ilk. f^ypt, • firitiih pro. 
tonto, but a conntr/ governed b^ 
Dm chMen bj tha joint action of tbl 


nropcan powcn. In order to hnrrj nil 


TnrklRb qnMtion tbo luIUn I. now 


ported it craKT. althoufh h. in pron; 
7 cot more inMne thaa h« lia. twau 
3 Ifmo In the put fln run. 


The HobauiBiidaa Iboologlcil .to 
«»U It OoniUlUBOpli an eallM Kl'. 
tai. ThcruarenlBoniaiiy«oftManienii 


i .tudonts ot America, but not Nil - ol 
ra an among thi tbeoloflcil tta.~ 
nU. 
. 
' 


ASTHNJtJNCTION. 


at Ue city Hill Tern 


xvw Night. 


ToBJorrow olial it thi oily hall 


Aati^iTmauBt by Iijaaelioa 
OINM it. MmpaliB afaiint jtoTerattca 
by iaivaetioB aad thi priaeipal 
dn.llth.mBiBtwlll ba dallnnd 
by Uiary Colarieh, who willba 
kraadbyamnlBMBibmel lira I 
Tayaa labor onaabatloai. 


OvnraBMat by lajiBitio. h. 
HBO a fnat qiMtlOB t. Bam iSllil 


with ortaBhd Utar. mi wall, or 
udUtn.iihaiaoraaBlaid l.bnr, 
annhait, mnHounr a.d raroW 
laUnaM IB thi EauxU qinlioa a 
dirided . to whlah flaaailal ayili. 
forth!batf l.Mnal of th. cont 
i«.l.«>dii.*mi. thdr raaha 
thl ttlMrtfan of gwatmilBt by IvjaL. 
Ilia. Thw/araofaoitltoltiiiBB 


wmi™ McIIaln it will b. mm 
hay do BM Billin Ihi rapiblK 
papm ud niabliaaB rpnkin IT* 
Ha«liBlhliriUaiha OB thi d.njo 
eratlcallitadaiaalBltthll ueiaix 
•BbTerliaithlUwartBI laBd I. 
BB.ia.hnl. A wdl know. Uta, 
aaiir MW to aSainnL nportw: 


"ThiiiBBjaorpnlMg labor hM 
dd.Bly taiB aroiMdoB lab qaMi 
. I. dUralt to BI.ml.Bd. II I 
4>«lar.w~iBlb«4>«Bcia.lio pl.lfona 


Chtefl aralBil (onnmaat 


ay lajl&otlla had aai biaa ituehid 
ay Ihiliaib,, npabU.. mmma 
IhitTiitalaaibBtatd tha rwp.hH.. 


ol th. who. oooaly. 


. aald km matm 


lf < am.! MlK awk . lk« lar* 


plal'orM,oitiidiaf Ite kaalag OBH, 
rwviT* fnoi th* cMMMMitr lap 


'M.lhm>« M.»a»ia( 


MtU.a>ik with 


ailaiaa .1 rib. la iaanlr . «B*I 
to amr «a Iha Mil Malaa a 
B>_Taltl»MMUr*d <*_*.„-I 
tanaM la III II , tnm.mi II 
ml mmm. Itaa ilal. li huaa. H 


aadt.iiiia.ian try. 
wMt«h>><li.,lkNb|| <•*•>*•> th* 


•Tkaj (ant. «|aB» lhal th. Man 


•« Mr. lla 


rvrUMl, BB< U. krlfry . 


- ' - 
a. art hIMry .« , 


mmmW'mmA ttMT W* 
to m m. mi 


Ml aad II Ul klittl. "--• |i. 


^^ft^wlriSl.*? 


tpmiUf npUr, 


lh.>i Utnlp.thTwllh.riwl1 


hill 
ik« dtt km u u. IBIII ,u MiM. 


Ibn »rV.i 


by l.Jnnta 


- 
alaaali. , .A-' (.1 


„. 
au......*?!.'!^ 


mi mmOm, mi i»l-»n,llfe Ika aUb. 


PORTE FIKEMEira CONTIVT0 
'illaaruiaVtrM BM, ,. tfe« AB. 


L«raaii. lad., OoL 8 —Tai two diyi* 
«B.'a.baadaBlMlyatal 
th. Uport.Toorauo«rit 


Id Mtplelliiily. Tin «MtMb 
BliaiWththi Mlowlai naalu 


Hmka^aupulai.niarWyuil. 


100 «MM hut, break onpllaf 


tWhUhydraatBBd put oa BOB!.; 


1100. Bticn woo, Oaanwall 
i,HiiadBaB|hl Ihlrd. TIan ol 
1-0:9149: 


OM. hook aad ladder, n. OTrirti, 


»ly foot ladd. from Una, 
aw and OBI nniniB illath to 
It*. |l». 
W.MUI 


<pirtl Mand, 
T|BB> 


U25. 
tmluMBmtJtaa. 00 


COBdiUom Suni M Pint; Puna t&D— 


pa.ill.. Ill, woo; ItOBBt Carroll, 


>ad;Oi>ah.B,Ir.d.,tbird. TlBi 


wiaaar, 0:34 3 5. 
Uddir Clinbrn, ion » fittud 


lwil!la« Uddani par. RO- 
JoBdl.la.irla.tnti I. C. Moon, 


PMI, MoBd. Tl«» 0:111. 
Pool BiHM), ISO Vatdl DMB, Fana 
I Plaid, MauBl Ouroll, 


UdlM, Biayali Smt, Oil hill.. 
na, B;,-"/,J. D«i.. Sita, hll.b., 


woo, H. Dina, Hll., Moood TUw, 


. 
Tklrd 


K»|V»at bud, at South B»d, mind 


FOR THE LADIES. 


SorgotlUc T»t Will Brli 


HapplniM to the Hvme, 


Th* MlowiBjcioie. rcolpn oflhi 


BIT Vliw Anemblr CoohiaK 8ch 
wUlkafcaadTalaibla: 


n •»• nrr run. 


hTMt uapottaat of .11 i. the oraa, 


if JOB ban and tho hart autariali. 
hn* nUtd tbna M dlmtod, a. 
Ihla pit th* But* i. a. OTra Bit pro 
ertj kMUd. joo han WMM htt 
matollll IBd labor. ThapMtaihon 
hatoloUwhnit lipatlmh. m~ 


th* ma ikoalil b* tviy 'hot (4 


T^e.pUo. or tart tnm lire roaa 


lk*alball«.iaeh Ihlok. hold 
with a fork. Md lenpa with a Bo 


aU Ih. F>tp !• maond. 


hnad rarr thia, Ian >pn«d with th 
hMfpalKtbaaaaotkir phot 
aadcatlaiifuorakipM Tb. brw 


bt baltarad ir thi putoal y alliwod 


Four UblMpooBraJa o1 (rated eh< 


OBtUlrap of milk, two aaaoa 
bnad, fMr Imcl Ublcepooofab 
bolter, rolha of two tew, iad 
wkiu. of th«a fp. OM-half IMapoof 
al of >U aad a f*> (niai *l *ifeiB 
FatbuaiBBd ttllk *•'to boam 
tBMjotk th*. M IhBOBOM* ead batter 


«mthBlnrot oo. lai 


._ 
B.I tha whit. U>. .1 


IMh aa4 alto tha. i. aara'djy. Vo 
Mia a pi.it Wkuw dlih aid hak. 


•ldiaatii«l«.l!llnrar,oa#h*lt lap 


»MUr, ralha of tw. *ap. i^ 


ll-pnalal»fMll.m Irwfratarien 


Th" Mil • « . . . 


-- ..--—jlMrhall. Ml 1MB thi 
hajftoillllllMUlh. alhar Ml.1 
lh.aK.lhl.llnv>. a. la ib. n|hi 
haWaadlvulh.^eMUI.Ui hM 


w1w.arihal.li. 


Tim iaua 


• twUra to »• U.I. ami 


|.thMlh.awTIHMI TM0B it, tkmw 
M« II. Ihtoh ilMh, phii I. . tnaa. 


-^:71 itajBM. tmi M ataa*! for 


hllia. M ..til II hM dVabM IH 
ThMldW..!. hill Md Maid 


UfkU. teto taMlam.. HM. lira | 
JnHhalHr*d llai.',nir Bid allow 
lh*MH'ilU«N.-ibt.t *a knr. or 
••UlthirhlT. dnkM tkM balk 


•fee ll I 


Oa»hallBl.t .r bolllm.water, OM 


iaadl.1 Ubl.ra.ii 


fat th. wwUr aad hittor o. lo aal 
t.BHi M li Mi t.r. I. I., It, 


If oaUlr mthi In until 
IIIIIIH. farmlBI a bill which 
Ifel'Ba..* Staid a^riy'to eaol 
cital add OM Iff ail llnM.~b.ii. 


An.addlattli.1,. 


Mf bait 
. 


Th« drop hVUkbapioilaU.i,, bat- 
M*d tJM, limllg a naoa of twoil 
hltweii *Mh paff. Blhl (a qn tti 
ahoal tiiBlr or IwMijI™ nlaitri 
TrjbrptokH, Ihraap. If »«l,oJ 
Ifkt th« are doiii Al tb.I bam 
aloill. Mleb tt«oi »r.r.ll,. Wait 
aaldBUh«i..p.t|o||BOBealdikLia 


On. hdf plat .f auit, fogr xn. taw 


k,OBI tAupM.ni 
Of I 


riallli. 


Pp*. thi milh an lo boll in a doebl. 
•iler. Biuthinrn.wltbHitMpint. 


u«. lid tht aafir tOfalb*r alii Hght 


- to then Ik. oora ..l»reb.j»d iHr 
S 


HBAtS 


RUNNING 


SORES 
S 
URESTrrT 
ERPEN178 
TINO s 


GOSPEL OF HEALTH. 


& TldiB4^Prool..lm»)d by Thank 


ftil Sfinlrtero. 


How BMUh .HMl r 


lereare.nowordsso.trDngastiiew 


•pokcn bj the true minister of t 
Gospel. One know, and feels. Instill 
lirely, that such wards come from t 
heart, and ore uttered only irith th 
earnest purpose of doing good f " 


proclaim a new Gospel of Health 
lick and discounted, which men 
Mired health, hope, happlnen. 


Bev. P. H. Buffum, of .Yincheste 
. IT., whol»GrmndAnnyCh.pl..nf 


thu state of New Hampshire; says ;— 


The remedial effect of Dr. Green 
Tars, blood and nerve remedy 


the n-eBknesws and nervous prusfc 


of my wife, wu *o positive a 
dy tha,t we cut heartily testify 
Its undoubted merits." 
' Be*. O. L. Wells, of Htvrdwiek, V 
writes:— 


Wood aad nerve remedy with • 


lent nattlt.. It did treat mod 
r wife. 
We think highly of 1 


n'» Kemrft blood and Mi-re i 
it" 


tM Cbtmrh, Tow-.she.id7 


am -err f Ud to wr In _ 


Dr. Or*et>e'- KM, motif,- ttwt wbra 
mf Mood ws. bmAlf' 
' ' ' 
•j wrro-s system _ 
Dr, Greene's medkliw ftr* "* **-»• 
derfo. r-lW." 
lev. Henry Lanffford, of WMtoa. W 


TL, Mr., t "I took Dr. On 


derl-lly" im^orcd . J' h-tlta ud 
strtugth. I cu hcortllf «&<f trwlb- 
fnlly ircotBiDCBt. It to the •!ck." 


CleiYTB-tn strotijly rccotunend the 


people to MM Dr. Urnae1. K«rvu 
'' ' 
* 
nmtmft *>ttm.m*i thi 


it Is 


/of th. i 


lo«wrinf Derrom.B4chrof.re 
_ 


Dr. GrteiM, of IB W«.t 14th St., Ke 


bjlette! 


. 


•w wttt r-fitMr ikMr, tlm a*U ti 


nit* r«Ti wtTl .nTM. 


•.-Met rttUd Onr. M«i 
•r Hit, OM et>» *r i> h 
if tMHrr. OM UaiM.-'al 
• «• tf tot wrttr. 


iMi..v4.Mll«to..l.-.rr-. nlitUJi W* 
bwU.W...^...vl^M^triM. tlM 
' 


w 
- 
. 
. 


4itlMr,.m.*i.4MHl..le« in M 
U»^Miiii]«UU.rtat«MuIl pW... 
.. aill.... U'wltlt li* 
. 
. . 


HtlH with a kaK. Ihttt pofi-on Wile 
W UT. ...alri-...-! lr*l M 
. 
. 


Hd M M.1U..M Mtaiatl 


' 
« ' It *«- 
T-4-1 


r 
until yen m lift It 


Mwt wltk » k.i'a 
. 
. . 


•Mr. IU.UT *ltk I *r. i«n t** H*-. 
41 M thii, dmlf k irith fl^r Md toll 
|ktty Mid quickly fiftr* jam Imi* 
' 


.*- the .wd*. Itr. 


Md roll fi-w jc-i alii.. *.i 


WON. Fold ud toll ijt..!.. 1MB fold 


«(MdmtlM 
« tbi* pi.it.> • 


w 


Sir H p«itU«i lit 


porr w 


Q*»pnamdat.Vt*d 
food butter, «•»• . 


p or ..ton of M water. 
. 
it wit. 


d let «*,,<. <.»tll thebaW 


>d »-tr)y fill it with ion w»t*r. Ws.h 
MtfcMdi U k.>tM»fi sods,- then Hue 


•. odd inter but do not dry 
This pr.TtBU th- baUw.tnm 


w Uu*r in Ik* IM water *ivd WM! 
"orkinf it with' tbe buds and* 
i water utll it biwonw icft and 


iMtio, UH p.tt U into a nk* Md pa 
e.tk* toe antil *HUd. Pat the 


r »f it, aad put iitto -hi. -/dl . lamp 
tbe wukod batltr UM •!» of M « 


h.whiUoflh*,.,, .a,.r ud M 
otrnorktkli witb th* thumb 
no fin|wn to n PMU, *4d tftd.-Jly tho 


oir. 7rbn.dltewort.iri la kiwdH 
r-« would bretvd for finnintitH, tkon 


tbepMte j&to b»lt»«, roll oat Mob 
.1*4 .iae«i, quiokl- bn.k the 
wUto bit) and Jay itofMODO 
r, Or«d<eit IhUkty with fl.ar, 
r Witt, the otbor sheet, and pound 


CkUy«ithik.r.illiD| pin; roll f».. 


yon U to »_!«,»•, tbinaliect. Nowfeld 


orti IB* itdo*. then Ibo 
. 


• tltti pMto wround tw that the fdd 
lni.ito ud from jun Now roll 
• KB ..pip, fold *• before. pUoe J« 
ft to »i. dbk MM stud it .way oa 
JFMftw )Sor2l>B.Btitf«. Then roll 


d fidd t»l»sc..i.>"'l sfola .UodoB 


~ 
Do this uotil you hsvit rolled 
imis, Ul it tl.od uu the In 


tfnl|lit and It is rniiy f«r ma. If 


cold, dry plieo it will keep aieely 
oMWMk. H U wJ-twit irape-rible 
MJTOOO to tnak* good pnfl pt-ito fro 
rodpe nithout Brrt aetring it made. 


THENEWCOMMANDEB 


HADDEVS 
CJtrkson, who w 
rwently elect 
coMuand-r - cU 
of th» Orui 
of t&e Repub 
*u barn at J 


1MO. He WM' 
e-t-d three a 
fre-n the great ba 
tlcfleM of Aatl* 


He enlistvd April U, 18*1—witUa 
hours after the appearance ot Pr 
deat Liaeoln's call for 79.000 me. 
thrw montti—In coapur A, Flnt 
llDols Artillery. H* went to ~ ' 
•erred under Gen. Grant there;. _ 
listed for tbe war July l«, 1K1, mu 
promoted Dec. 1, ltd, to adjntut ol 
Thirteenth Illinois Cai-alrr; «er 
with that r*f im«t ttnl OB Ue SUB 
Gen. John V. DaTidwt), partleip»U-* 
In the battles with that command 
tbe march to Helen* and Little Roe 
Ark. He ws» aMlg.te.1 to conrma 
•InrlBC tbe Arkuus. oanpaicn. 
ABfut, 1WJ, ke imAM la raiil* 
Third ArtuaiH Cavalrjr of Cnloi 
m«n of OM triale; « 
mHOvr and oimmHde 
tnut Betriy Uw ctete ft the wtr, ftf- 
ttdprntlng IB mmrly a! of the .wtU.il 
la Ark.mMB nirfw Oen. Steele. 


Wrtt to N-trMk*. B-tttllBg 
•, with kit brotlur, the ! 


m.hO» ClmrkMn. In March, INC, a 
kM IlTed U ttut Mtte for MtrtT thi 


H« 1 


THADDEUS i. CLABWON. 


kftjor OlarksM WM M thtotMttl 


AdKtBiBtfwttl.nl. o. A. H., lor tfent m 
sccutlTe reari, »d WH elected defi 
•WM cvMtMHofr of NCDitwlu br _ 
' 
atioi .vf ttw «--.>-«' ID rrt- 
r. ll». He feM akto kM «.M 


•w«<r ot tlw-LtT.! LcitM H 


•wll kiowt Cblc»go 


_ _d Toroato. OBL. rocMtly aad 


•TMtly •UTrttH at tko 'flti-Wit 'BH 
ter In which tko Cea^lktii 
rtt-tttl 


under, flo wro-o to a ChkMO MM 


rollowi: ThM It a model ion 
nttay. fltreot cart «o m rtm. IV 


ro DO htMko tB tke MretU, aad OTM 
Ktomatk Mromoura aid tktimtlii 


raKOM«d. Wr«*tlt...lkethM 


ore *f'Iklf l-ft*. it H Uw tkM I M» 
H-twrf to tt» ct.Wtwt.il ttVtt tM CM 


(root kM tovclxd ttve tnoi tkt lotroc 
un m»n* ftnuf wn to^ 
No, .Mwopapen are iMMd t 


IM: thoM tor HD-V*. 
Tk«WMor*BtlMU.W 


nfM« to ripple tntit ikt MMU 


M I..HII. If 7tO watt ttim Md i-M 
*>•* u ToroBto wd Mep am 
~ 


J*y. ftvpir mmt Jut ben «>•.. 
but my aifwtlre nrfiii Iwre it* ke» 
bo Stbbmtb sid t «..* B-tw-UIr not prt- 
»«nd u eftt Vrai tlM lik troei • 
•t wtMe .m flow fTfltr. Ha T«- UMt 


Kittle—Harry won't Mt "No", for MI 
wwer. 
, . ,. 


Tribena—rTo-r do you kBOWT 
Kittle—Deoaitee 1 iliaiit gin tt W 
[m.-Til-BIts. 
' - 
• 


".mm •»¥• .v MckCklMThw la !*•*>> 


!.-•...«•,. 


Thiakitlwb-st 


ktyOTttoklr.,.J 
onr pooplo ka*o ket*to'ore twt 


ad tkoatiM opporWilt- for hvla 


b ekttdrea wko suf-r from elm.*! 
llmgerfni MBpl*J»tt m 
od by rminoiit /peetal..,U IB «U 


ttw fnU oitlM w[Mr.» »Mh 
rtllltd 


.ysloitns nstde. In othi-r word* cmr 
pHpl*,hueoMin dtbtrrrd frouteek 
lifiauro for tbrfr thlli.r*i» bj th 
r*»tpbjf».«!.i>s,c>*U| to A* cMt o 
mel to th* l«g-citr *«d th- VB-> 
__^_D--,niehpb:iWata 
Htjw, (tten'orV, is '• *lM.,e« Tor th« 
Moftt.eehitdr-i.o.'iMi.' eonnaelt 
hUk ibe-ald Mt be loit. Dr OKtwi- 
3* Wirt 14th fli. New York Cily 
to b t-tjooil doubi UM ..VMtigiweie- 


ol fpeef-aitt is rariBi diHMw of obi 
rte, offers lo f trkfint ooBtvltatton by 


dMrib.M Utrir chlldt.)).'* dli 
M4 tM. will, «'-*r omTvlf* eMHlierin 


II* ".m" iMIer fill 
t-o-W., 
te.l.B« 


en rolled In a nsphia and put IB a tuomtli(.U 8lI8, 


. tbst TOO will a«mu-.d cx.ct- 


wtist'.kite, jriMV «hUd-«i, H4will 


slHci» his»dTi«pe.Ica.id(d uponbl 


lt*Xp«ri«BoeMd wwderlut SUCCMI 
tfMtIn.1 saab oi*f.v H tojatt «bmt 
do ta *ff«*t • cur*. All Ibis will oosi 


nothing *nd you o»* thos h.*e con- 
UM with tlM best known phyii 
U4 HkwWwMffd B«wt(u.o(H 


•pMtelltt to -,«• mrlri witkoutW 


if Md »t no. ezpni 
etor it ikt dlsooT«iw of that 
,of .Mdiei..M, Dr. QtttfuSt Ner- 


blood Md Hrn r«-.»dr ...d kM 


iwofend Majr oihtr noil nfiuA\t 


Wt-il* to 


r child, for this Is a 
, 


'- 
• 
' • m**bJlmmi!Hm. - 
' 


' mfmlutit Iflltlle dli' 


f!Or>.' 8u(i<l..I' 


COLORED ODD FELLOWS. MEET. 


.U.M.....I CwH.Tn.tl-.> -f tk* -r-m, 


iH. Oet 8—Tho elghtk 
tiDEOlthB C-ptut Grand 


United Order o' 0 Jd Fellow* of Anier 


{colored) brgu here ye.ler.Uy. 


Tbo worthy gnsA muter, Jama P. 
NeeJb.m. of Philadblpbla, delltored 
hit addren to an andietiee of 300 dele 


virioui ttatet. Tbe report 


Of 0. U. Brook*, trand •rcretsry, noted 
thai m {.rea. msoy rarmbrtshtra hsd 


lorleitea aa arcouut of 
hud 


kbat these hsd beta mom th-n 
alanoHl by m f»\a irum new mcii* 


bcr.hlp. Durio( ihe pHt two yuan 
414 OBW bruichei b*ve been tdded, 
- 
a total w«tabn»bip ot ot. r 


1W.DOO. tko oidrr 9W»t propArtyaid 
rndo to tho amwut ol |1,T4» Wl lit. of 
which IRg.ll-Jiacwh 


iThe in* nek bnlldlng being erected 
M.Phllkdelphla by the Presbyterian 
board of publication win be named Ui« 
WttherapOon, after John Witherspoot>. 
n atgner of the declkratlon of l&dlepeBd- 
onee and a president of Princeton col- 


©ticura 
Resolvent 


> 


t, intij sie*, 
PLl/MB.rR.5 I 


48 Brat Main StrMt. 
Fort Wnyn.). In<l. 


f. 1 ZIBltMERLT * OO. 
PRBCTICHt. 


PLUMBERS. 


Ca* and Steam Flttort. 


»*• the Una. 
1m, nothhf more. 
, 


" A" bmitnait ol 5 cents will ftmt 
tU. HO-T. 


Our 


i- t.?pt tleitn*.- tJwa the piwdfct- dwttito tin 
^lJK 
w.% can lie more' fs-itidloia la the matter of preparing food 
tw.»Mwe»rc.tttht.^ttUoriandpr^ 
which H is mode. Theclcaning crtiieciiiraata (fpr one thing) 
Is iiore thoroughly done by KMIIS tf pcri-stej .-.iiptiaiic,*, 
than it would be possible to <k> i: I;;,' 1 -aid; 
« 


; Its cteaniiness, •purity, wholesome...*:;.* ond <lolicioiipr«.» 


t« good reasons for using NONE: SUCH MintM Ma«t. 
Th'e b«t roison is iteMnrlKgr-of tiiie, cf hard wprk, of 
money. A ten cent package affords yon two large pica, with- 
out trouble to you beyond the making of ps crust. Makea 
jattaa good fruit cake and frait pnOding c:i it does mince, 
[tie. Sold everywhere. Be sure «r.d jgct the genuine. 


ELL.SQULC CO., SYRACUSE, ri. y. 
' 


Is As Clean As Yours 


Need pretty ( 
addfinleh . 
and 


reduced perfection in this line Harmony in coloring 
re in design and the best qualities of material m«ka 
at Carpets and Bugs attractive evidence of utility— 
made to wear, hard to kick to piecee; prices run np 
romSOj per yard for standard makee. 
Mattingg, oil 
Mis and Llnolinms to suit all faaoiee 


i|diaiia FurnitLM-0 ;Co 


' 
166 Calhoun Street. 
: 


SIGN STATE OF INDIANA. 


HOVE KABLV. 


Specia 


Suits to 
*•« Suit* for *3B. 


»S8 fruit, for 
. 
•30 Suit* for »2O. 
t208ult»fw«18. 
Good MI Its for »VI 7. 


Overcoats to Order. 


•45 Ovarctwt, «9O. 
»8SOv.rco«t, jSffl. 
FMlk Overcoat* for < ( 7 
and • 1 8. 
>; 
" 


Oaod PcnUleam $45O. 


A FertMt rtMtannkiHi, 
ew»leee,lter.»o]e«. 


A. 


TffO ACCIDENTS. 


L. Co, '. 
lk.PIU.bmnx). MMU •* 
M m.l.t .kht ..r nnl 


kin fc, Ufc 0«-» 


. Kn 71. 


M^Mrf. M..C 


iw ^^(M 
0. n, kmikl H Ikk fllro 
I»IM » t-.K nt Ukn toH Jink 
<~lHti, nkn. Dr. a 
Mm. Tkt inrim wlu 


Tfct Mppltq** *f 
wr.vrM..».....Jei 
r, 


l«.Me.M...»*. TlMJ OT toftM* 11 IM.II 


b*-ly OWW.M.L Mr. Cra b MnM 
Mr. tMUWM HHoWMTMt. 


MM TWO niWM. 


0*^I» I Trtettw.. a n<ek<H ] 
•rn «f 


T..WM0.4 


. 
Uo.-spi,e 


M, wkkk waa alH.it M IK** ttw T**«V 
Mr. TrsMot* walked I* (H. 
fc-TptioJ, wbete D-. J. *. 


tb*H-M»<J -MrMt * M ekMMsV 
wkhk k« .teff*e<4 i. UM Rieku- 
riM* y M* Milk.* Ito past |w» M«Ml • 
Q«tf|* OjMtNd Ml. tMM.lt Stettin 
-J—n I'm 
. 
- 


ooW ko< ooo ol kk out 


oy tkMMOlo. Mr. Cktfr kM 


T»mko.>m..koloioloolii>ij<i 


»<o*m w Iko UotiiiM w4 
CoiMI U Iko IM M <l>n 


ko M km 1> Iko oootrui'o vnloo 
«Mlf fOMoar OMM boiof <lroi|»j 
>oo*oUiloollMto|lTo IW n 


,... 
mmrmmnm 


A L a««j«r ^ •*««,.* 01 i*..* 


J^lHl....).,, M. feowHIfil, i* 


Wllliw Bon,!, M u, 


Wul rioto. o~ibl iwo loo >Ukml 


J. A«lk. Hlekri fUt, bnkmtn, kM 


mBBMtH-IawOTkott lksrO<>d.fV*TM 
•wbaowoe p. MMmlef tk* ktlevmef 
kit •>.'•. 


TntaMMlBr C. I Welli, of II* .. _ 


bMh, a|Mt the night It Ut* eitT. 
lM*i»f for ten at B «'«|Mk tilt 


Brakwun A. J. SUveu, of *ke 


Mekel Hate, to prep*ri..g fur a vi«U to 
Li. old bo™. 1. Tlfiti..)., *k«n bi. 
ptmu still mife 
< 
• 


, Tie Wabaah fait nail trivia M MM 
d«7 ran fr-n.. Cut 8t Louie, t* Dmtar, 
lU.lIOmlbr. 1ft 1» •ilButM. (it. 
taken f« M» atop* u be dednMled. - 
'-;'H*nii.« .EaMJe, towehlairt at tke 
.Wftbask skopa, kM beta teoVMtcnwl 
rreW.thUc.tr to irtlo,... to »«k »U1 
bwUie.ii Impm* ia the .hap. ». this 
polai. 


OornelhM B.lgetjaa aad Willlard 


Snitk, moklBUtt, W, N. ttarOu*JM 
aaa *U1.twZ.MBemw,bolW..Mk.>n, 
ate a* Andrews lodenj repalris, W» 


. . 
Lak. life 


Md Wottm tod Wit..*..* worth,! 
tegrtk*",«' «c[lb( «mn»«i 
For 


awe jwt tk« rektlo.u Iwnlrv.A 
•MMwiutiuaiiMd, . •'•;•. 
:./;".'..'' 
:\ 


'.. Wagner loft today for 


Clev.l«d, wbw,. to wHI tomorrow i*. 
UMC. tbe unna) meetlBf of all tlM 
iwdie.1 .zanii.em.rf tfc.PeBB,7l,«(. 


lioi'. j>o« lu. 
TkoWobookln 
km ud U u. 
dool ol ox.., In ro 


HBO, -kg! OB lu !•» InoartMi 41. 
Dolou. 


Tko pnooat UBdfntokdlQf k Ikil 


tko ClBdBMU 7nl|kt korr IB trill, on 
tko<niollkotm.|»io,lllll ol oikl- 
OB«; H OI^M.U 10 DOOtlkM II kftto tkol 
duokmiotOKIwltb 


, A 500 li|bt liODdnonil ud 
• 


Iklil; «T» llfkl .to d,».m to (Inn- 
wick, Oklo, ud o 1.000 ll|kt lEMidn 
out .odo lort, ll|kt at d|>IM, 


togrtker with ooutrnetioi. Bi«t«i.vl, 
Htwnlnj, Mint,. wm.WH.i »• efcJ 
«enu Iron tbe tleetria works tq4ar 


' Kertin Krsmrr la on dntj m&fa 
tbePHt.burg.hnp., .fter a mm 
leek or lung fercry 


T. J Kodabauyh i. Inking after 
itemte of tbe Pennsvlvanioi con.pa.Ty 


at fljnionll. today. 
'' 


AntkoBT QeraH. of the Pll 
Uckimith iBop, ia' ofl duty today 
acwnnt of the deatb ot a nlttlTe. 


U mowed in Mt'chiftui laat n^bt 
nt,., Ji.pid* Initis Jrora ik« w 
ill Borniug (tfe evidence of t 


Jime* A Orabui and W. W. Tod 


ol th* FeptujJtM;.. wpnf to Ckieaii 
-bin Djottucg uu1 tuun<JM- tcr the 


J.C Kenimand JaaM,Hnrpt.] 
aotd tkelr vl-rae it, the Put* 


hip mornier, alter • da 


Tbomu ftlRtr. u cmplo 


Vicktl Pi.i« iwind houw, 1. thofoikor 
ofonneUbj boj. who pat In OB 0 


tMonco Tu**d>7. 
Kicktl F1.IO Bniktmio 6U1.T 


Kco*eftc(<rain.n.tuck of tonoUltlo, 
wkiik W krpt-hlm imn kk 


oeo Iwtt Sitntdr/. 
C.'N. HcKiiwi.olib.nni en 
oBOIlUMii* hM raQmed woik oltor 
ton d.j.' >.atlon, • ponion ol wkl 
Mqwnt.tkluii field. 
W.O. Bnoer.of tho eleolrio 
lUbocmfinod lo bk ivm, 25 Weot 


Lowk .travt, two woek. OB 01 


bod eo*o of icfluraolioB to kotk kto 
'eo. 
ktn.Unl.SI«tl«rkMretaniod Inn 
reblo. Ind, wkoro .W WM IW |MO* 
IkwpMOBta. Week. Hrr kwkkftd 
'OttplOfod IB IW PitlekofC 
OMM. 
Corkiion Inn Wo beeo plwtdn 
ee anunotino nlto 0« OK 


onoe<oeBibeieolkklo.,ilr bol«§ ok 


ilk dipklkorU. Ho k e»plo]o< IB 


IW Pltlokui Miokeoillk ekop. 


Tko BOW ItolB whla IW ClotlMji. 


loB OB< Bortto. k to It wp to 


roo kotwooi CtofioMU mt CkhWfo 


eortolWrMBtooMilT wnl OB 


oilko*o>o>,k:to W •«—. noil- 


witkio iko ion M «•» Wi. otort 


IW oeenitlo. ood rtooit of IW 
MUe. »«w Allienr 


mo okwied Wado oad atnok telonot 
•Vrnioto wkoo. IW 


i. J. IJ-BolII,, 


lowpollo. h- W. orpolBtod too 
'oioBt of iW.kookjelllo, Ho«AI< 


koor old Cltar>. wllk jorlodkUoB 
oeoe M malm pnlololo| to IW o»f. 


•fdepertBMot .i ladkitopotU in 
dllkBUkkpneeBldnlbo. 
A ereokl MB otlkioo eootkeo, 


COBOM, ivood ikfwofk tkk ertv 
•f Iko HU.W! M lilt o'okitk tkk 


•otklaf. TkolnlBwoe IB oktriooi 
Coodoeto.. Jok» rklopo owd tno kwled 


Kloo 117, wllk loojoeoi 
ol tho lorotUe. 


l*r rvotfpt* fra*. tkeoMnty 


Mn Ike peel Ml ka>« bem .Ha. 


IM tMt *f wkeA tl»*7 ...Mall] 
Mil to, aad tkle kM ekewn mon Im 


MiniBii tka-i eM wk* kae •« 


njjlfjlil tki.».H*r WMt.1 tklenk.. 
, ft'tWir IM b*« •rr*n* r» 


«.UiiMl.tem.w.>..t.>rttM CtHoBsa.], 
. 


n otCtoolBt.!!, lotkonool kwljiioo 
fl.mibnl. Cliolo.ell.iootk of tko 
iorieerokdeoilor Iko' Hkoholpil 
er;J R MoOrenr, liwroltoi poo 


oxenti Petrj QtlMo, nortkwtot. 
iie.|IOI ofool, ttltk keodi}norten 


toted tkot tkl PeBMelT 
k.> BDder ooBoMorotlOB lUll 


Iket. .korteoloc Ito htttBlBc Unto 
W»B I.ouUTilU ud CkioOK. oklBi 
ikktiffoKediadoooltoonBuko 
ran bBtween Iko two due. ooo 
ir or moto quicker tbon 'OOB Ito 
mtetllote. 
IfkoB tko .oolk.ro 


rUltmnlMelolhonoMIIIIO o»r 
nboooomorid, MjO eno of Iko 


koor Ikk ntorllif K. P. 


ten|lMe,oftko Vobook tukot ottoe. 


probable iko bBtlttt mm IB Port 
yno. Bnidc. Mlllof o Bombor ol 
i'«totov*rlooO|)olBUlBOklo, hal- 


oid IllinoU. ko dkpoMd of 1st 


let. to portico wWworo kon.il lor 
nUnfton to ottm'd tko onnnol ro- 
on of tko Bifklr-oloktk roilBMBI, 
lon..olooteole,wktok UkM plooo 
kuoltetodii. 
: 


WluoenloflnolMoMn. Wlllkm 


«nllUB.wko dlod inddoBlf noier 


•wnlof, will toko.plooo ftooa ,tko 
doMe.ok Soo.tk-LoforottoJtraoi.At 
o'olook.tooMmti »'toraoon; ft&d 
o-otoellrein lk« Oroe. Kolormod 


(but Honors- World'* F.lr, 


•DR.- 


CREAM 


B/UUNG 


MOST PBIFpCT MADE. 


powGr«p«C«imofT*r(ir PCVVI..JT, Fni 


*.fflm«.U, Alum ot uiy other Jodullcnnl. 


40 YUKS T.1J rANDAUV 


nndvilized womci STROKE FOE A HUBB 


ren. Tliey ..U,E 
practically no sick- 
ness and compara- 
tively little pom at 
that time. 
It is be- 


cause tbej live na- 
tural lives. It is cer- 
tainly unnatural that 
there should be pain 
— 
danger attend- 


_ the greatest and 


(most wonderful 
Tnitctiom of winch * 


CUlld" NEW JERSEY GIRL TAKES A 


VANTAGE OF LEAP YEAR. 


whose lives and 
training scan to tin* 
£t them for the per. 


duties of wihhood and molherho 
" (rerer, if they ore kept In a perfcc 
flg BDil healthy condition dnrinjr t 
iod of gejtation, there is no reuon 
i the coming of baby should be drew 


Perhaps the ™t«t nw&lnesB 
Pierce1., FaTorlte Pretcrrptk-n i. 
*nag women for thfe orieaL It ad 
ctly on the organs distinctly f-nrini 
makes them strong and healthy. 
_n* the weB-bdnl of both. mWt 
and child. Thousands of letters sti ' 
to the following have been received 
"* — 
Pkret'i ~- 
ead ofis 


Btoltborn ofle..lbi« kfi 
Iko dn^ktor ol Ke. n 


knnk. BCT 
Bomilton w 
. 


•to. Lmk Eooklor. TW Boeo HK 
•ilk .hop, wkero Iko keroorri kB» 
bud I. emplond, will ko oUood k 
nwierow olienooB ond Iko own 
llood tho Ituenl. .. 
TW .Vlekel Pl.t, rapier, willi __ 
pllgtln^o to CoatoB Beslootntdo 
kerwIUIeore Ikii olt> o* No. 1 ol 
»o'«loek i. Iko 
loeelud ud tkofleo to ContoBowe 


tkoClorelud, CoBton ond SoBlkon 
' 


•JM at Chicago •** Kttmy letMel «rl 
Itennkw, tbe trip ud tk* MoWtlM 
•Ulprab.b1yn»bfrlW.«r -»J *« 
ee-M. *.<flortwlU kn fM.l«tokat* 


• rrptibliew dratttorpt «t tkk) pi** 


80000 ollkooowW tbln 


Wr oroolkooBponrptloBeotlWI I 


tko eToodlonl oyoilloito, wkk* o«k 


Ml. IW Clorf.nHl. RnUHB on. 
D.,toB old wkkk, Ikor iklok, k to 
kooookudli IW toorpBliiHoB ol 


MAINE'ft NEW OOVeitrlOrl. 


Fow*ra tvmir.nl ik« torfMt 
tt*r «)*«» * WMtw) «M<IM.>U> 


Llewellyn Fowen, reoently cfeoMi 


of Maine by 48.0W .majority, 


u born fltty-elght yean aco Ift H fit 
Of hut In the town of PlUtHeld. He 


tered Colby Unlvenlly In the cl«a 
'(1/hut durinr the («cond year lift 


~ 
Illation and took a course 


* Dean Mw School of tbe Albany 
Iveralty. Aftur gradutlon frem the 
w achool b« ww admitted to the ~ 
rk Mr In Albany county, bat In tlint 
r returned to Maine, waa admitted 
the aon.eri.et county bar, want lo 
ilton and beian practice. Him poll- 


Cal carwr U one ot rery marked anc- 
w. Hla font oflce waa that ot « 
attorner, to which he waa elected In 
14. In 1HT he wu re-elected to tkat 
ce and eerved seven yeara. In 1MI 
wan appointed by Prenldent Onvit 
lector ot the dfitrtct of Arooat»k. 
•erved In tbe leRliilaturea or l»7t, 
« and 1177. In lltS h* wai Mot to 


congreM, M reprwenUUTe frem the 
onrth Maine tWrt<± in IBM ho WM 
nonlnntM by acclawatlofl; but ir.it 


at tie handa o<;tli« Rreeabaek- 


«n. Mr..Ppwera bai bee* marrlej 


HON. 
LLEWELLYN POWERS, 


e y«an. • His wife's maiden nam« 


Martba Averill, daughter ot L«- 
H. Averlli ot Old Town. 


Tfe* r»T H a V)rt I •)-Hauler, 


Fllea an despised, but If every 
s as peralatent and hard to dlac 


M n fly moro people would 
. When a fly gets after a pem< 
r knows what U Is to atop. It may 
:rapeil off fifty tlmtm. but It Imme- 


tely cornea back again and llthla In 
tout the Mtno place, Sometimes It 
ei off some distance and the perse- 
ed poraon thinks It !• gons, but It 
Br-forgeu and. soon returns and 
;*». it. more detprralncd effort thin 
r.: '.All; efforts to kill a fly ueilallj; 
UH only,, in peraohat injury and' do 
oven scare thn fiy, ' Tho bible holds 
up its an example of patlenco. but 
bet'there were no fllea in his time, 


ion Globe. 


' food 


An*BlC food. 


ie secret In making angR 
In the baking of It 31ft 
lour and one teaspoonful of cream 
tartar several times through a fine 


Beat ihn whiles of nine eggs to 
froth and 4o them add one cup 
half ot slflcd granulated «uf»r; 
imfulljr tnto this stirring con- 


ntly.-Ute sifted flour, and add one 


Maspooninl:-of extract or vanilla. Pour 


batter-. Into an ungreaiied pan nnd 


> In » Blow oven for 4E mtniitd*. 
en baited, turn the pun upalilfr dfwn 


thing that wliradmlt of the Air 
'nfider It, and allnw.li lo.ntnnd 


1 thft take folia from Uifl tin. lea 


lie lelnff. Be careful In mak- 


ing thin cake to have all IMG Ingroai- 
•nt* a* light M ronMlile. 
' 
i 


OUNO woiben 
New JerneyhaTej 
-drunced 
let. - 
year 
prl 


lei* 
- 


Juds 
clrct 
tendlc^ a 'terJdl 
wbicb 
, jrrod 
'. . UDJB ma ni 


, MorrlsUrwa. i 
'affair 
i Deluded 


of kidnapping, but this tlffl e l f ) 


the bride who drore tip to the ihonse 
tbe proepeetlTe bridegroom IB > clot 
carrlafe and drove awmy with tlm to 
minister, by whom they were -quick 


irrled. 
' 
- 
\ 


lultin Slaughter IB the fcntlctma 
• cane. He Is about'35 jes4re 


and baa been very 111 ot fate, >mn> 
from heart trouble. Tha mmlady _ 
affected him for five or-.clZ' yea 
About a year MD he waa well «nou 
to go the races at Shecpahead Ba 
and while there met and fell; In lo 
with Miis Anna Flckerintr oft Bridge 
porL She IB a rery beautiful, yonn 
(irl and tolerably well to do In t 


Igbt The feeling of Interest 


tbe cottpla waa mutual, and In .,'shi 
time they found themaelves head o. 


In lore. Julian gave his fnf.be 


Tbomaa J. Staugbter. an intlmitlo 
that be might shortly be Jniited to 
wedding, but 
the 
old 
g-mtlwni 


luggettion. 


Blaugbter 
la • 
roeegrower 
«n 


wealthy, ud be la aatd to 
„ „ 


plewM with tbe girl, but' be did 


HI88 ANNA PICKERING. 


it his eon to marrr on accon 
rnttj of hi* Health. 
IM'Pickering underatood that eh 
t« b«onne the wife of Julian, bu 


lot rather tired of tbe wait ebe w 


Ming. She rMOlretj the other day 
itteo matters, a»d tbe did. Julian 


M Ifottl' Br*al,n, Lake Hbpat 


h«re, but *he CMM mm M«.,h«r lo*e 


Kcmnt *r hla Wing eonflned lo hi* 
M>. The'ldekotbtrbelngaonnrto 


ilm and yet »o tar away from him 
ade h« very ttibappy. n rttj miid-i a 
iddrn and deeptmkte iwHT*; She 


r that JiiIlMi wvuld b»> ofly lot* 
to MW her *ad to .warry her 


M«e. but hto tathcr rtood itcraly 
he. way. Tbe WMW aftba!h«« 
towd, aad all the gneeta wint awny 
alltn.wM taken to bU father'* home 
nd WM there •iteitd««V by t.,niir.w. 
MlM Pickering went to litre In a I 
1 at Chatham, which It only a nln 


..wily. There rte watchVa 


oMlr ,M<< 
>twd« MAT 'inqu 


mong otkerMkl..*.) ake iWriied 
at the «ldtV'iBlaiighter<wM In 


habit of golDit (• New York about 
three ifiyi.ln the week to atienl t* 


iln«M. On Tueedaj 
laat, 
when 


llan'i ttlher went to New York rhe 
>ve over from Chatham In a hind 


carriage and ..topped mt the huidaone 
one of the SUugkten. She Vat-mrd 


to JnllM tktt lh« wuted him to 
ie aloBg. In a few MomentH two 
t carried Julian out of the noiiw 
d rtown to the oarrlane, In which ha 
M placed. The driver then got or- 
m to take tbe couple to Chatham. 
•lYlML there, jltr. jrilllamj.f.,I'kh. 


Itom eome dim and mlrty 
itjmory comes a waft of pennyroyal 


hi.Wdo thicktr otrpoteu with tbe 


ae pungent growth, u group of chll 
-pn at play, a <ummer afternoon, blue 
iy. white clouds, the sound of a pluh- 
ig brook and the freahnra. of life b«- 
ore It had known sorrow or gull»—al 
re blended with the homely penny- 
oyal. Aromatic and fragrant. Its later 


[nitons are with the Adirondack 


campe and nights when gnala and 
Ulloe» bombarded the veranda but Ui 
rtt and de«re»t memory IB of happy 
•nderlnge In lovely woods nnd fi ~ 
waa onoe part of every nutnm'a —, 
jatker great bunches of catnip, mint 
weet iern- iod other berbi and More 
em away for future UM. ' Maiy a 
tier decoction, pot rot In tlmw'oMli- 
CM or fever, waa brewed tmm» thMe 
rled htrbt, ud perhape frotB rtry tw- 
HT ot the Tery naneeoui UraatMit the 
valid battened to get tretl Of tn* 
Ttnitr. wbte.. made aweet tlM tinea 


of the bay iearefutef.il I»fl«ror- 
r other tweet berbt.whhk grW 


or plMtlng ud for healing, we have 
ifre«..ble recollc^Iona.thouKb the f«k- 
Ion of gathering them hae laif«ly gene 
ttt, except among the quaint aad •«• 
nt Bnaken. wko Dnd It prwfltabtf, 
dltttll i-tmedlfs from the Iwlw which 
de tin Mcrataof nature's heart. Llnl- 


•lltlrs, coagh atrupt and potlm 


SACRED CONHDENCE, 


That* !• a elM 01 women who, from 
Wir own esp*rtM«a, sympathise with 
ttitlr aoflorhw afafanw, Hd ta «4- 
that neb, Mferta* 


treated in saore4 eonftd«nee, ulea* 
nbllcatlon li requested ^>J the writer. 


a to Mra. PTnU&m:— "I* 
onl^publfrV.lbi olre^mr. 
•Unok'uf my uaae, in orderthat other 


my «>pe- 


" I doctored nearly all th* time. for 


years. I spent, scTcr»l hundred 
ira without receiving mnoh benefit, 
; Juno I wrote to you and described 


1 my ftnhea an3 paint, Such a long 
' 'M there waat headache, back- 
*, bearing-down pains, terrible 
ineu, constipation, dizziness, feel- 
of citremo laaaltude, irMfful.tity 
1 a HUM* ; but' yon answered my 
.ter and told me Jutt what to do, 
I 


lowed your advic*. . 
' . 


"After taking eight- bottle, of th* 
eget*Ue CompoabVand thre* bot- 
M af'BIood Purifier, I am glad to 
rit«;fo« that 1 k«TaBot«njoyoi such 
ood health for y*kn,iaad.I am able 


do all my own work. iJcan trinlj1 
und tlio praieca ot^j-di* E. Plnlt-' 
m'» Vcg«Ublo OompoA^, and V 
mbtr of my friend* ire taking U I 
on my recommend nil on." — Slaa. W. \ 
Etuorr, Liaoamb, Iowa. , 
: 


Absolutely Pure. 


L cream of tartar Wiring powdV —— 
, 
of all IP leavenlna »trenath.-t.itaat United- 
~ ' QowrniuentJoodBeporti 


AL HAxina Fowota Co- New York. 


?', with whom "Anna had prevlbiitlj 
ide arrangements, 
performed 
:he 


ceremony. One of the witnesses was 
the minister's stable boy. 


From the minister's house the ootiple 
er« driven to the private boarding 
>use or tins. Alaop Purily, on Main 
treet. Chatham, They are there low, 
nd Mrs. Slaughter najs that her bus- 
band's heart has improved ranch in 


10 past few daya. Slaughter senior 
ifusen to dlncuss the matter beyjnd 


nying that he only objected because of 
-'-V» poor health. 


tn>K«i« i. il» Wart*. 


Henley would gain still further In 


attractlvencaH it the oarsmen of many 
other countrlce would be goad enough 
to visit UB. Tliero la excellent row-Ing 
in Onnanj" and, we doubt not, also !• 


axtd If the Italians could nut 


make * more than rcupectable flg 
the Thames it is certainly for no lack 
of water. Whj, too, docs not Oroee 
aend a. new to Henley? Klngloke Ii 
his delightful book "Eothen" maintain 
that the ancient Greeks were ncvt- 
really a smif.iring pcoplu, liut that they 
crept from Island to island and Iron 
shore to shore In 00 smooth and land- 
locked water as they could nn<l, and be 
adds that their descendants practice 


same prudential tactics. Be that m 
any, they would be as warmly wel- 
led nt Henley ae recently were oui 
i countrymen In the Olympic 
I in Athens. We, too, har 


01 jmplc, games and would gladly enter- 
tain the whole world'when they'come 
round.—London'Standard. ' 


. and Mtter h*rb* by tbM* kM4 |wo- 
.—Harper1! Baaar. 
•••. 
• 


IDIR.MAKINO IN QKHMANY. 
,.,* 


Drlllsh consul general at Frank- 


rt In bla last report refers to the pre- 
nctlon ot clilor In Cormnny, «ayg t*« 
all Mall OaMtte. . U. has been nunitr 


tured for many years at Frankfort 
excellent <ia«llty. In son.h Germany, 
cept In tho vlne'growlng district* ot 
tana and th* strictly grape dlitrlcU; 
great amount of elder Is produced and 


nmed. The manufacture for tke 
i part 1s carried on by lnn-ke«fMri, 


_ frem home grown npplM. When 
eta are not enough foreign fruit Is 
.••at. Apples for priming ar# Im- 
led from awiberland rand Austria- 
ngiry, and' In bad seasons from Bel- 
m. Holland and France M well, and 


i foreign governments have re- 


tare IB still carrlMl o 


It, re way. The apples an thor- 


ghly washed, then mashed In small 
ndmllla anil left to ferment tor a 
rt timejifter which they are prweed. 


ror private consumption the cake l* 


n mixed again with water and ag-ila 


reiiwd. This elder a* a .rule nMtJni 
oudr and,baa a mliky.yellowlih «)or. 


• much consumed in *m«tt vllbigVa 
!'as a hama'drlnk'by'ihft iMMaaU, 
iarge factories, ot whiCh'FranMett 
he center, a t«|l, clear elder, suitable 
export,-.! produced. Th*.export of 
e years baa increased a good deal as 


tsult of constant effort* to that 
Champagne elder la also much 


demand on account of Its eheapnew, 
, If of a good quality, is but slightly 
erior to tbe local sparkling win**. 
895 the home apple harvest waavery 


Germany. The Frankfort manu- 


urera think the good reputation of 
r elder In due to the excellence of 
fruit they get from the Main val- 
Bavarla, Baden and Hesse. They 
D secured markets abroad In Africa. 
th America and Japan. The cham- 


gne cider is got up in the same Style 


ither sparkling wlnw. 


o'dock Sunday morning, Mrs. 
, living at 90 Rugglca itreet, 


rd a loud knock at her door. Her 
band had been out of.the elty for, 


< dint 
and sho mipposed thnt he 


returned br a late trail 


ned the door without heattntlon, 
tead ot hor huaband. appearing be- 


her a whlte-abncted figure, which 
mada out to be A TonnK man. 
cd put her wllboiit {.peaking 
d. He tnen passed into tbo Kitchen 


Mr*, aheflhan, greatly alarmed, 


owed, finding tho visitor lyln* full 
rth upon the niovo. Sho gained 


ce of mind (inough to aak If he 
t, and," recolvlne 'ho r*pl>.'1Bhi 
lined to liRht a match' arid Ret 


D6k at the young man's face. With 


irprUn she rcco)tnli«d tho foa- 


I .^VLIliam Doolan. who Is 
a 


aoniter and a near nolghbor. Mt*n- 
le at 110 


rl hy Ihn aUmmlne or a 


r. Jolm Doolnn wns looking nrnund 


IBO for h!s son; nml not bolnft 
nnd him. ho lircMwl anil went 


an the street In nnarch of a poltec- 


Ad be hurried down the street 


noticed & hriRht light In tbe house 
MM. Sheohan, aurt knocked 
upon 


house of his neighbor tU that hour 
be night. Mm. Shcehan caron to 


loor nnil her firat ram ark wad, 
E you come after Will?" Storle* 
quickly exchanged, and Mrt... 
ian ted the way to tho kitchen, 
i IhC ran so nf no much rllalurb- 
wftji foiini. upon the stove, fast 


cp. Tho father tried to tnko him 


t Awakening him,'but he 
on the atrcci; nnrl a mnrn 
rtnl -would bn hard 


—RoBton Trantcrlpt, 


You will Never Regretit 
PITOFEtt 


SCHLATTER 


small disk of aluminium rapidly re- 


by att electric motor. The atone 


to bo tested Is wetted and held against 
he edge of tbe disk by means of a 
spring clamp. When metallic mark., 


found on the etone after thli treat. 


ns false 


All Fr**. 


JA1CX8 X. GRAHAM, 


... LAWYER.. f. 


Ajomcroo or 
HOT AIR FURNACES. 


NO. IIS WALLACE ST.. 
Areliue Houee Block. 
•Mktai-.Anh.Mm. 


A B. Warrs, Pr*n*nL 
J. o. CAW. VI 
J. H. ToTi«o; 


OO TO BUHTIXOTOrf 


ITeit Hmm4mj, Octokw 111*, 
A •pMlal Irala will ham th* Waboah 


10:00 ^ as., 


ft *'ete«h > 
•. nt. tnii Uraafwlh* 


of all wbhi.g |» .HMd th* 


of onra*rtl«awlfe)lig of 81 


will **ioB|nnT the «mnb., abo the 


Fott WaTM 
Tkla will bo a grand 


Yon'?c Been Robbed 


*SRB$j*Ei 
3-lm 


Undartaktr and Em- 


balmcr. 


IT Wool oe.no tumt. 


Obeap Moab iovrM to 
tail tart Otttui iao..tj«i 


NOON REST,' 


FOB SALE. 


Cool Mornings 


AND Cool lights 


Crown,, 32 Karat, W.OO. 


$6. FULL SETS, »5. 


Cameo anenon to tltlok of an 
Overcoat. 


We H*Tft the fineHt line of 


OTereo..tlng.i *nd Bnltlogn ia the 
city for P*ll And Winter weu, mt 
lower price.) UWD tHifone else. 


G. SCHMIDT. 


MeMiettAt T»uor. 


70 But Main Street, 


OoodBetiotTeeUi, 


Bert 8ete of Teeth, 


£)OOTOlt MAHY WHBRT. 
Uflloo ond Beojdftnoo S3 U 


W. O. BUBKET, Prq>. 


Room 
ArrACe. Ironnd floor. Ft. Wdi 


Terr 


OUR GREAT 
FALL 


ONYX DYED HOSIERY 


Now ready for selling.. The most complete assorlrnen1 


of Hosiery fur Women, Msa, .Hisses1, B >ys' aud Infants 
over brought to our city. 


The complete satisfaction this stocking has given 


has increased the demand enormously. 
Wehwe im- 


ported largely, ia Bilk, Lisle, Cotton and Cashmere. 


Ladies' Plain Block OSY.\ dyed 


Stocking*, that will cuv^r lude nor 


18c Pnlr, a I'aira for 50e. 


Lidics' Ingrain Cotton Klookiofn, 


spliced heel and tot1, split Too*, or 
eolid black. 
BficFAUt. 


and Lido ihre*d. tbo best vnluo rvor 
given at thin popular price, 


•JSv a l';ilr, 
If Pair fur $1.W. 


Li<lW Plain BUck Ony x dj>«d 


Stocking*, nelfcdgid. splico-i btol 
and toe, nn extra good nurabvr—a 


3Oc PAIR. 


Ladies' Drop Klilcb Sacking), 


Lisle aud Cut loo. split 'not. 
ooc PAIR. 


LADIES' OPERAS. 


Opera Stock in gf. Onyx dyed, in all 


'"' 
35,35 nnd 3Oc Fair.! 


Udicn' Silk land Silk Plate* Stock-j 


.logs, a very Urge ihowicjc in blicfcf, 
browns and colors that urn popular, 


COc, 75e, $1,00 and np. 


CASHMERE HOSE. 


Cubnett 8to*hing«. Onyx djcd; 
Uot 


elU« gndf" ibown «t tnc pric**, 
I light, 


38, W, :t5. to 70c Pair. | 


j Children's Stockings 


\— OSYX dyed Hosiery are the owi 


I Iur 
tho 
Children; 
extra- strength 


I 


wherever needed in thin famous stock 
ing. 
douhlu lienli. double late, 


, strength in knees, spliced feel 


! OHILDKES'S 


I one Ribbed Onyx dyet 


•, IHHoTOcl'air. 


winter 


c 8 Pair. 


^ ^ ^ ^^ ^ rf 
Hn*iery, Onyx died. 


UQ* Mieciil line, full t*(;al*r made 


douWo bwli M-l tw«. 
I5c P»fr, 2for25C. 


'or «wn, bl>ck tad t>*t 


inedium nnd hcmif He'tbl". 
40, UV, 35 MOOc 1' 


Reductions made on all Stockings by 


the dozen and half dozen pairs. 


ROOU 


SAVE YOUR MONEY 


Ur dtpMUhiff It niiii UK- 


Uta Cmtj IMI A HIT..MS taodiUn 


SI Raal Ihirrr Kim 


Trruitrnrw ulnn. tili-im II.On r.ich iwr 


MOIIKY TO LOAN 


On re»l ciute or pnnwni.1 "«ovv- 
II}'. C. F. PFEIFFBR, roOM 
nnd 7 BMII IHoefc. 


Dr. .Too. J. Ofll 


In ROOMS 10, A 


bM opted u o 


lilt 


* 1tn Tn« Binl-i*-'. 


IR <lcu"n)> ft 
l° Itottlplnco. Allot 


ny- 


at>|o treatment, 
Atvro to bo MMtXii 
clotbidff trade. 


' "Aeiwoialion." 


you find it you tiro not njit to go 
wliorooldo 
Tlio boat is good otion|iQ 


lor jou-it mftltorn not wlictlior you 
Imy meat, dry poodn, |>ianm or cloth- 
ing. Nomau cvor built up ft rcniita. 
llonlin-yoodnciwl>y«cCHlu.it. It can 
only conio lliroujjli (ulmfiod 
cuaLo- 


morn, nnd that hind of customer* nro 
mly ]j<*nil»]o, when fuir km) honor- 
irn ui/ordtd thorn. 
Wo wiflb our 


in j-drir mind with '-The Host" [in tbo 


tho opportunity wo will nffout Iho 


PARENTS 


Il.o Willy and pnodnciw of 
•mi- boys' clothing. 
Itollicrn 


who bring tlitir boy* hereto 
Im I'luilioil v; on (I or bow wo run 
cell ft Brat-clou ALL WOOL 
Suit for $2.50, Imt wo doit. 
Tliun our linen :it 63.50, 8-l.OD, 
»fi (to, 8G.OO sndST.fH) arc OB- 


y good. 
Free! 


A lar^o Punt H:il! with a 


.Boy*' Suit or Overcoat at 


8B.50 or over, and Iho 31 e- 
..l,ai,kitl 
Ply for tho lilllo 


IcllmvM. 


A Piano DargBia. 


It is not ilway* »afo to mMHiire tbe 


Tftlue of n bargain ic the amount of 
dollM» reqaiied to porch*§e time. 


A awful emminstion of the Everett 


Piano Milly convince intAcdinj )>ur- 
ubaMn that tbA rnicufiicliirtr'* claim 
of • itrictlr high grade instrument it * 
•imple lUtement of the fiscin. 


The Ererett Piano eicolu in all thoio 


»mtH deUili which, i^enw « whole, 


, eMlly p!ar,eit lieyoml c( mr etilion in 


the pi*&0 world loday. 


Ti* bwuliful round tonp,iu (-(rfcct 


ation, are results only obtained by 


years ot experience tnu in a Ihorouthly 
equipped factory by Iho best and ttOtt 
xperienccd workmen. 
Time SB al;o Ihe porr.cl imitation ot 
mandolin orcunitra, which in found 


only in tbe ETC ret L 


This invention lisa nUrnded untrei- 
il auentbn and is used by such great 


muntelMii AH W altar Dnmrtsch in p*o- 


Tho Kterdtt wurflroonii aro oiluated nt 


3* Eftai Berry litrcet. where a fine 
>rtmon. o' tkfl lnUel designs can Iio 


aoen. 


OUR TELEPHONES. 


IIunltieiM OlIIco 
No. 178 


Rtlitnrial Koonu 
..So. GfiO 


WABIISMITOS, Oct 8.—For Indiunn:— 


Qon*rall7 fair nith rifling temperature 
tonight and Friday, easterly winds. 


NEWS NOTES. 


Attorney J. II. Power in at St. LouU 
Born, to Mr. and Un. A. A. Khri 


hart—apn. 


Frank Hill bus returned from a vi 


it Grand Kapida. 


lira. C. B. Fitch is entertaining Un 


Stnht. of Evndallville 


Daniel Anib, an A villa merchant, 
i the city lust evening. 
Dr. J. .f. HcCuidy will l.uiM a > 
pnce on West Bairjr utrcet 
Judjte L. M Ninde ]<rt this morning 
tr Albion. Iod , oa Irgal hu.ii 
The Twentieth Indiana regiment t 


holding a reunion at Plymouth today 


W. A. Sampson, or Muncie, bee been 


. the city on busmtes a coupli 


days. 


Yimoca club met with llise 


Thteme. of Bast Wayne at 


Uiss Laura, Provides, of lluntington 


iftcr a brier, visit ia lliia city, lias 
returned home. 


J. P;*vt»nt has relumed from New 


York accompanied by bis family wfao 


D. E. Wiedatr, o! Lafayette, who w 


in the city •(tending to nomo busini 
matters, has returned home. 


Mrs. James Ilale sod Mrs. Am 


Cole, of Blullioa, arc the cuwta c-f Ui 
C. E Vail. L-J3 West Berry street. 


The American Daughters of lobelia 


will give a ptdro party at the Sou o 
Cofuraluj ball nrxt Turadvy 


Jtin&ie Bwgan. of Wabatb, has 


twen grmntKl a divorce from her bus 
band, Joseph Bcegan. formerly of thii 
city. 


Tbe Induilrial school will open for 


the year oa Saturday, October 10. at the 
Industrial tchool building. I4G 
Mil street. 


Mis* KstheiiM HoUmsn "ill e&ln 


tain a fe» fpuwU Bt dinuertbiai 


bonorof MiM Kathnln* Buehler 


the guest of UU Kurodo. 


A convertnxloufi will be held at tbi 


ronmi of ths Tbroiapbical society tbU 


>in« sf*am. C. C. Alexander md 


Fr>4 Koll will discmtrrc nund 
luitar muiic. 


flwtrie fuse «M burntd out 


yMMrday a<ternoon and set fire to the 
crili»g ol Aogrio Kotehe'e candy «Uad 
OB CaJhoun street. The fif* departm-nt 
was csilUii. but the bl.itu 
ntished be'orc they arrlvrd. 


Mrs. Q-Rrier.. of Auitio. T*JCM. nister 


Ofllnt. Ollio BeUscIl, of HI Holmati 
street, i* visiting lira. &*ltx*ll «nd will 
rnmain In tbe city lor about two week*. 
Mrs. (TBritn will be remembered M 
Uln Delia Orlswold, formerly ot this 


The entertainment and banquet to 


b*given by Fort WBVB« temple No. I, 
')ruer of Pertelesn*. 
IhU evening, 


promlies lo be * very elabortte afTali 
A number ot vititlng Fcricltaos are ei- 
pe«tod Iron HuntiD«Uin and Decatur 
emples, 


i Of tbo children attending the 


/.•OD*S Lutheran ncbool are down with 
diphtheria. By order ot Ihe board of 


Jlh the school rooms are fumlgsted 


niery *T*D!DH t« prevent tbo spread of 


•o. It has not been deemed 


nec«mry lo close the school. 


Secretary OravrB. of the Board of 


Underwriters, says that he' Is having 
bard work lo ronko polieyholdtra un- 
Und the reiuiremenla of the new 
ilca relating to eleclric wiring. Much 
u been done to conform with tbe 
ules. but there Is still • good deal 
i do. 
Paul Usrtoecio, harplit. of Indianap- 
lir. arrived in tbo city this morning 


aL<l will reside with Prof. H. M.,Plura- 
dore. tho well known teacher of violin. 
Ir. MartoEcio is from the Msrtoccio 
rcliestra of Ifidfanapotls, and is n mu- 
icianof Hne tliilily. Ho will assist 
'rofeisor Plumadore in hia orchestral 
autio tbie winter. 
Mrs. Bobnit JlilUrd gavoauniquo 


himble r.arty to neighborhood friends 
e»lerday afternoon ia complimrnt lo 
er aunt, Mr*. Riddle, of Cincinnati 


TTfti tho color of lliu di:carmtiont 


nd pmea wer« cfrornd to Ihe Indy who 
talked the most ami la tlie one who 


iltnl to talk ciiaugh 
MUe Sharp, of 


r*ntminaU-r, won toe limt prizs, and 
!ra R C. Taggart thn liooby. 
Julia Dougkis Uelzgar, thi> five, year 
Id daught-r of County Clerk Harry 
Metzgnr and wife, »iu the midmt 
"iDBleaa of ft InrRe juvenile liirthdny 
iiirty given in her honor yteUrday 
ifiernooa and ercning. 
There neic 


20 Httlfi gueslR in all nnd it would bn 
iselen lodo juatico ton d«cii)ition o 
he eyf.nl in ft limited tvnca. 
Then 


ros dancing, adninly nupp*r, a blrtb 
lay cake wit a n riuj; in it and a fisl 
»nd with enoujih touvenlri to RO 
irouud. MiwOlga Mfcyera drew thn 


Freali ItuUimoro OJ'HIOM 


llaeclvad l>AlIy via E»,.re»8. 


Lar^e EC! CO Is. Frying. 2Se can. 
Standards, Best Slewing. 22o ran. 
Michifi-vn Grape«, 811, bnaketi IUe. 
Michigan Celery, buncb. -23a. 
Cape Cod Cranberries, i[u»rt, flc, 


.*iOc t<i Knino City and 


Sunday morning nt S:l,~. 


Itnckwlieat Floor and 


New Buckwheat Flour, 12 


Self itaisinic Baukwheat, 2 ti> pack- 
gtt, 10c. —J :- ' " 
' 


New 1 


gallon. 


ilra. D. D. Williams b (juitoill ft 


Hope hospital. 


T. B. Woltere. (nmcd in shoo lore, i 


a i;n«et at the Wayne. 


W. J Kcrr, who was stricken wit! 


paralysis, is recovering. 


Mr*. W. P. Brwn entorUins tbe Cai 


roll club thia afternoon. 


George Doieler, ot Hartman Brew' 


fiturc, is t ujojing n vacation. 


diraufl QuinQ, repreeetiting an Ind! 


anspolia seen ran c* company, in nt th 
Itandall. 


Beorelnry W. B. O'Rourk*. of tb. 


Calholie Ecighlij of America, his re- 
tarn cd from Home City. 


Mr. and Mrs. A. B. Trent man Lav 


relumed from Notre Dam a. where they 
placed llaaier Stephen in school 


Mrs. Dr. C. Sitler and MUa Mart 


livelier ha*u arrive 1 in thu city 
gueeu of Mr. and Mre. F. W. Shier. 


Mn. D. W. Itountreo and son, Rcnja 
io, ol OrawfordsvIIIe. lod,. ue vieitii 


Mr. and MM, Q. W. Lanr. of Ora 


The Brotherhood of EL Andrew 


Bible class ul Trinity church met las 
evcninic nud was nddrtsetd by Rev 
Wt-bBter. 


Ulis Mmma Swrgcl. of Bui 


has Leen Iho guctt «( her brother 
Frolesoor Kthree,, returned to hi 
home last ov*nin6- 


The 
Retail Druggist's association 


hel<l a mceline rnterday alternoon 


id trauiactcd Tegular butinee^. II 


waa a monthly meeting. 


Announcement Js mode of the sp 


proxching nuptials of Henry 
T«-gt- 


mfyer. the But i;reighlon avenue 
druggist, and Miss flraco Kuwt 


ihTriliune: "Mia Eva KA 


well, ot Foil Wayne, who has been the 
gucat ul iriends in this city for several 
Jsje, returned hcnie last eveni 


The next munlbly meeting ol the V 


P. C. tj. will be held at the Christian 


:b October 13. The exercises wil 


consist ol dticuuioai :rjm the 
box. 


Val Hill, employed in the lumber 


busineei ot Ciomwell & Sons, at M< 
JBiB, Mich, has relumed to 
tba 


place, otter a visit with I r lends am 


lalivcs. 
0. Foultoa shows a qulneo which 


miwsures fourteen inchca ia circumfer- 


I weighs three-quarter* of * 


pound. It WBI grown on hii Spy Knn 


renue place. 
Cbarlca Liademann. at Battle Cre«k 


KIcb., wliolia* Wen under the ran o 
Dr. C. B. £lemtn at Bope hocplta), !• 


able to Uk« dally txerclse tm 


will soon return hone, 


William Barr is abl« to be up a'ter 
bitcfnt sever* atUck nnd will b* 


able to resume tJw duties of hi 
business la a few days. Mr. Unrr has 
been cared for at Hoj* hoeplUt 


Col. frt'l Drake, the landmark of taw 


postoOije ceceral delivery, fa ablo to bt 
up afior his attack of ilia0*1 and hit 
fri'Dd. will -be glad to leant lhal b« 
Will be able to resum* his dullra next 


The Ukeiide teanU club tourna- 


ment opened this afternoon and will 
Mtthiredsyt. There are n)U*D on- 
rlea w> far, and H ao ehar|(e ia mad*, 
acre will probably b* several more it 
ho contest before the aaiah. 


Chart* Y.jwlAncr, the electrlcliB 
eorapmnted (7 his brothtn. William 
id Wilson, left thU moratai (or 


Wabwh, M attend the wedding ol hia 
Ister. Miss Florence, and Mr. .1. F. 
;r*ehel, a protperoni tamer of that 
•ieiaity. tbU ev*niaB. 


It would be a good tin* for the 


iwaen of moving cars to take their 
acatloa just now. as only those peopl* 


who don't care lo vote will moi 


:tlon day his passed. 
If you move 


n one precinct to another you wilt 


o»* your right to vote. 


Township Trustee- Scnoietiar fur- 
.ilhtd MsUtaono to t'J7 •pplloants 
daring thn month of September. Of 
' ie Id7 are on the regular lilt for 


mshin aupport. 
At 
the winter 


months an* coming on this number 


111 naturally be lacroued. 
After thn speechosat PriflCHS rink 


«Levening, at ll::W o'clock, newbers 
flh« Tippecanoe club and the Wgh 
cbool McEinley cadets, escorted tbe 
penkcra. J. A. Mount and J. L. 
Griffith, from tho rink to the New 


hotel, when tbe republican 


indidate for governor wan given * r«- 
e|il!on. 


The number of firta ainro January 
it as compared nith U»t jcar oh&w 
hat this htm been a for lunate y*,r in 


n (act tbete bsve been no 
:ions. 
The 
department >e- 


ponded to lave&tr calls during the 
nine monlbn juit clo>.ed. Chief Oil 
breuht reported a few more thin 150 


E. T. flillett, a ropreteoUtive for & 
•oraincct eattem Louee. nod wbo 
ahes frequent vUita to thin city. rtg. 


utered at tho Wayne la*t evening* and 
horily niter hit Arm el a message WBH 
received icatracting him to come to 


linens of his daughter, liar condition 


reported to be critical. Mr. GilU.lt 


eft on thu drat train, 


O*alan N«wn: 
"MitH Minnlu Hou.er 


: Port Wayne, daughter of John 


Honter, w*s married on Sundiy Iftdl to 
Alfred Young, ol the Summit City. 
Mary Ilcuicr, a sfeler ot the bride, went 
o the city on SMurduv to ho present 
at the Mremony. Minnie formerly r* 
\ilfii here with h(-r crnn-Jparuiito, Mr. 


il Mm. Taunlon Simim nnd the hss 


many friends and HMj.iriirilsnr,™ wbo 


in ill congratulalioDB." 
Columbia City P.>sl: "Mm. P. 0. 


Klotz, of Fort Wayne, who h« hern 
visiting Mra. Joseph llnn^u, returned 


prini^d 
by Mm. HBI.BOU 
and enn, 


L-ionard.—D.- W. H. Myers, of Xort 
Wayne, was In tbe city lant evening. 
Tbedoator hai tt patient nt Cneife — 


Mra. 
Edward K.Bilc.r an'il dnwghtcr. 


Irene, went to Fort Whjno last night 
to vUlt Mm. •Kewler'a ruothM.-Maggio 
Clauaon.of FotlW^inc, who has been 
vititing her brolhor, Claud u, in tbo city, 
returned homo at noon ' 


Uiu ,IulU Menuel has returned fro 


Antwerp. Ohio. 


The Library ball aseocintion will elect 


ofiicera tonight. 


The Theoocphical society will hold a 


meeting this evtnii 


Miss Cl=ra TrosUr. of Peru, has ar 


rivpd to enter St. Man's ecl'.col. 


Mrs. 
C. J. Ulnier, wife ol tbe livery 


man, is quite sick with lung ft 


Burn to Mr. acd Mrs. Charlea H 


Campbell, of 79 Force street—a dangh 
ter. 


Dr. J. W. Tbomiiw has returned 


from Detroit. Micti., and points in 
CsnwK 


S. V. lloblnnon. of WP_TOW, and A. 


B. Hahn, of Richmond, are at the New 
Aveline. 


Herman Borbek is entertaining 


parents, Mr. and M». U. A. Boihck 
of Bathlftbem, Pn. 


Mr«. Kllon Knodlcrand Mrs Edith 


Riilenuuuw hnvo rclurjcd tn 
n Columbia City. 


The Walther league of fji. Paul's 


division hua deciif«d upon October 2: 
es the date for iia CJDCCrt. 


Mn. Helen L. Curnyn, who mKk* 


her tomw with her titter, M». Ocelli 
U. Grail.), ta very st-riou.ly ill 


MIM Jennie Proegler, daughter o 


Dr. Proe|>ler, bm gone to Milwaukee ti 
mide permanently with relatives. 


The yunDg men of the We*loy broth 
-hood met list nigbt at Berry stroe 


M. E. church. It waa a regular bnsti 


Mrs. W. £ Mossman returned Ihia 


afternoon from a threw wcflkn' via it in 


folidayaburg. Penn., where her daugh 


ter, Elhol in attending »ch™l. 


The first lecture of tbo Club league 
'ill be held at th- Temple ibis even 
Dg. Mr. C. It. IlendrrMiD will 
on "Social Democracy. Ideals and Fro- 
grewi. 


Mn. L. C. Thompson, of London 


ville, Ohio, is the guest of Mr. u« 
Mrs. F. V. Cullwrlson. Sheismrouti 
home from Petoakev, where she ipenl 
the summer. 


J. A. Bnrgfr bat been made 'oraun 


of Sid aubbard'. toosorial parlon and 
Ban McClellaad, formerly of tbe Ran 


~ II, has taken & position to si 
Mr. Burger >t.. 10 o: the chairs. 


Theheav; '.irdware btniaesn of E 
[. Coombs has been removed to the 
ew quarters on Esst Columbia street 


The building hM been altered by the 
owner. J..B. White, lo snll the needs 
of Mr. Coomb«' iteck. 


The abwl« trers about tk« eily 


th« fomt trees ant now very bwv 
In tkwir autumn liols. A bright 


' ' 
y In October if eatrweiBjly 
to all lover* of nature aad by 


far tbe mo.t chaminK of all 0»ye»r. 


The aauuat meeting of UM 


•ociely or PljuMih 
church will be held at tb* church 
pwtors tomorrow ftlteraoon at 2:30, A 


attradai.ee U deslrni M oftoers 


witl|»e «leclMl !• serve for the ooniBg 


Tk« slot* af J*SM« Potta. at Qrarer 
Ml, a- kmall station «• th* Flndlsy 


Tkilroad, WM broken into yesterday 
Md ft wa«o« lead ol goads alolrn. Th* 


luppnwd to have moved 


towsfd this dty ud thu polle* are OB 
h« Itnkwt. 
Tie narriftto of Mlw Blanch* Bar- 


gant. of CorehiMtm, Ha«s.,t3 Frederick 
itiyaolds, pmlileat of the 
.umber eoropany, occurs th 
Miss Sarrat will be nmcmtwtW •' 
UMbrr of rloculiOQ in Ihn city 
wn or three years ago. 


• party ot war vetertM from 


D»k»lb onuoty stopped over la th« 
ity Ust niglit. en route to Hunting ton, 
where they ar* today attending 
~ 


reunion of th« Slghty-tightfe raRln 
O.pUln AtlMD Dougall, o( this oily, Is 
adjutant of the regiment 


Some anxiety hit been 
felt 
bj 


rirada of fir. T. J. Dills tor his condi 


ais*« the recent intelligenoa of hii 


rtearlovt 
physical 
Hate 
and It 


will b* cheerful news to then that he 


now improving. 
A letter noelvtd 


wlerdaT by B 0. Thompson ooav*ja 


this welcome news. 
The doctor waa 


till uader tbe ore of aphyiieiu whra 
ta letter WM written, but ft change for 
" t better bad set in. 


PDT UP A TICKET. 


1C LAk« County Republicans 


UoM * Convention. 


BAI.T t*Kr, Dtah, Oct. ft.—Th* Salt 


Like county republican convention has 


omlnated « county ticket and. candi- 
ate» for the !ej;iilalure. Thii county 
urnkhes nearly ono third ot 
tb« 


w« of the Irgislatnre and tho 


action nay have important bearing on 
he choice, of the next United SUtes 
enator. Tbe retnlnllona adopted are 


if silver at the mtlo of lii to 1, fade- 
lendent of the sanction of any foreign 


lion, Is • political fsma paramount to 


II other*, Mid second only lo thiaiatue 


the protection of home induitiy, 


coupled with reciprocity with foreign 


B*. 
Wo pledge our legiaUtive 


»lidid*tffi. to strictly maiutaiu lh«e 
•inciples/to vote for K eindidate foi 
oitril 8Ulp» eptintor only who will 
Itjclaro hlmxell in lull accord 
hese princ'plrfi" 


rnli'BKB Iturltflm. 


CniCiQO, Oat fi — Wheat— OeL. 67J(qi 
Sc; Deo., 08E@CRJ3; Jan.. G9i@6Siej 
lay, TBla. 
(fern— Oot,. '2iJ:; Dec.. 33Io; May, 
6h 
Oito-Oct, 17!«; Dan., 171o; May. 
953. 
Pork— Oct.,- *S 65; Dec, (670; Jan., 


Rib*— Get, , (.'(SO; Dtc., fSSO; Jan., 


(3 72@3 75 _ 
, 


Try It Mftln toKoiuZoitT and 


return for WK> Hundi.r luoratn^ 
at 8;1&. 
8t3 


ASTUMA CAN BE CUUED. 


A Public Tnl will b- nwlo T«I«T. • 


the wonderful progress made b; 


mediml ecionce o! the world BUCCI 
treatment For moat dueaMs has been 


rend nud those which were at 


time conniJernl incurablit ore I 


caoqutred. 
Among tbe moa 


difficult andobatiuate ofdisewca which 


bsflled tbe skill of our most noted 


Physicians up to tbe present time 
AMhtas ranks first. 
Thousands 


sulftrers know by their personal ex 
pertence that no absolute euro for thi 


discovered until Dr Rn 


dolph 6ehiHn»nn. the renowned Phy 


has made the treatment o 


Aslhma nod kindred cuuplainla tb. 


i-ly of»li'e time, during wliich timi 


he I 
aod cur«d 


A*tbmt than anv livtntt Doctor. pt>r 
fe:Ud a remedy which n<itoaly p-o 


instut rtlieF in tb< 


onoes of Asthma, Bay F< 
chitu. bat has pwltivly cuted thotu 
inda of »uir>>rera nl 
ncutable. Rccogniz'ng the- nkrptic!»ni 
of the public in thi* up* of counties 


io*truTu», Dt. SehifTa 


restore c^Dfidenee 


obviate any suspicion of imposition 
req-iiMta this paper to announce tha 
from 8 a. m. today until 6 p. 


lorrow ho offers a liberal sample bu 


ol SchiDmanns Asthma Cure to • 
perrons applying at Prene i Kanke' 


Stan-, S3 Calhounatreet, absolute 


ly free of charge, knowing that a per- 
sonal test will be mo it convincing, an 
will vindicate bi< every dntm. Thi 
Physician has made ft most generon 
offer to persons wbo suffer from thi 
most t-rrible disease, and all auuVren* 


i not only requested, but oordtall 
rifed lo call, and should bw In rain 


Ihe time and plies tpeei&ed for th 
distribution and avail thenucli 


•us living out ol this cit 


who desire to test the merits/of Ibi 
most wonderful remedy will reoelve 
DMkage free by mill by writing to Di 
It. 8ahiDuai>, 315 Kwbn Street. 8 
Paal. Minn., providing their lettt 
ia raceivxl be'or* Oct. 18th. at n 
sample* can be obtained ftfttr tha 
date. 


Frees* & Baake. tbo well know 
•«g*i»l*. Militorti* mt to nnnoui 


tbnt th*r nave ncetved • qnaotlly 
ssmples from Dr. Sehiffniaan 
whie 


tbt-y will diitributa during the hours 
mentioned In aeearHancmwUli hia oflVr 


TkU weelT w* wHw entir* atoek o 


iraswls Vdvet Carp*ta at I 


it. dfnoMnt—without rewwe 


M. FHANK A CO , 


M««tlnf. 


Fort 
Wsyn* Yt-uos; Mm' 


Christian swsoclatlon will 
boM 


annw.1 mretlvg at th* room «f |h 
City Depstrlment, -Monday evening 
Oct. 12, 18W. at ?:.1Q. at which Btretiig 
thm will be elected two InutMst lor • 
term of three yean, and four ueB.be 
of the central tmrJ. 


J. M. Mog«T,ft*cr*UiT. 


TkwHMt 


Carpet ebwnlnf, sewing md tuylng I* 
' 
by th* ZLn.nwr CarpM Clra 


_ 'xb-bit Octo. 


ier 9th M<1 lOih with th* Now flttrli»f 
:t»nce. Hilog «•• bmml of fljur and 
baklag 2.1(1 IOIVM of brMd, Meh loftl 


M pound*; using Ifss tku 


one hod of coot, and 
tiauow fire with never More than three 
nones oliatl in tbe fin box. Svery 
sdy InthocIlyUInvlltilto rail aad 
uptot tb* work. 
The flour usrrf in thU exhibit U the 


flolden Horn and Whit. Loaf Flour 
mat in* Bloomingdale Mills. 


HmowA-iCo. 


WAHINOTOV, Oct. ft.—Pensions "av* 


jscn granted lo tbe following cili 
ot Indians: 


-. 
HU.8mItb.CHn«n- 


rilla. 


Restoration and lacrtaM~J«&M A. 
awt*ne« (deoMtedX Clinton. 
Incteato-Budolph Petew, Hnntlng. 
nrgi JobB L. Taylor, Mil I town. 
Reiatu* and Inoreuc-Pboel Un- 


BelMue-JoshnaSoiUn, 
Original Wldowi, 
E.e—fUrah 
B. 


Black, LI ford; Ke,iah Byers, Worth- 
ngton; Mary C. Brown, Loogootee; 
mlno* of Joteph ron Burg, Troy; Mir. 
tka Pishtr. Indian spoilt; oilie A. P. 
Awreoce, Clinton; minor of Jackson 
A. SprlcgM, Sullivan; Mary OanaiDg.r, 
Trrgardnn 


Fluwvr Bulb* 


And sreila for fall planting. 
Buter 


Liliea. Precis.. Tulips. Hyacinths, eic. 
Chnic* stock. Reasonable pricrt. 


( MEDIUM and 
j?-p*T\M 


SPECIALTY 


Vniranted not 
lo HitKAli 


CSACK in tmreanonublo time 


. or nvnoy refunded. 


r. KLUG, 
11H Harina Street. 


[l» Strron 1'ln?* rh»in>iB«ButlT- 
ss Grace F. Sterns, ono ot the 


Moat ucautltul and accomplished jounfi 


GRACE P. STERNS, 


ladles in the Missouri vullcy. lias lican 
idmitted to tuo State IUKUIO as ' 
ot St. JoBoph, Mo. Her ailment 
tributcd tn 
CICPSB(VD 
Eludy. but 1 


3 upon her suddenly, Imulaliln 


from bur mind every thought «*c*i 
luat lor music. In fnct, cswitl as I 
music, wli!ch sho now plays oalr I- 
«ir, notes bavins been forgotten, hi 
mind .is an absolute blank. Aenrlai 
let her renditions are 
phenomena 


Her case, which is an especially slrani 
one. Es attracting Rcncral medical :it 
tention. 


Great Fale of Hiivktatoshc*. 
To^ty Bud tomorrow: 
MJ ladles' naefeSntoshts closed ci 


fttfol'owinjipricei: 


(5 W doable MM nftobintoRhrs. 14 
SG 5tt double wpe mackintosh's, t 
K W doubts cape mackintoshes. I 


BtK) Hive. 


Everett P. 
Wheolcr, 
wh 


•peak* tonight «t 8«ena;crbaMi 
Hall, Is one ot the noted bni 
of New York City, for ;mn> k 
w*» presMvnt of the Wew Vorl 
ltef«wm Club, »n org»ni»«tti<{ 
that has alw»y* been very nnvl 
In «v[deac« In, tho politic* of tli 
Empire State. 


Notice. 


Thtro will be » meeting of the M 


gn-rntiim ot thn Church at the C 
enant ia Inefr hall, on tbe eornero 
Calbonn and Butler streets, on Than 
day cvenEnit, October Iftth, for tho 
purpOM of rlrcting two (a) tmttew 
•nd tnaaMling such other bn»i»rM M 
may come before tbrm. 


AUI) 
A. S Van BUIKIRK Prve. 


j GREAT BARGAINS 


SHOES! 


FOR THIS WEEK j 
ONLY 
\ 


300 pslr of U4lw* tla» Kid 
< 


•n-i.ileiaVjrSvtci: ptuiuiwt, , 


<o«4r| 
ftt«t,W 


II ym 


UdW KM BMIu 
. 


M Luto. KrBSftto 


A, wlilib* B. 0, D md E: thu fe* 
•n FUfn Tc«d. ffttlk IMta HflO 
loH.p.lt; .uuio» u>m mi , 
•t II »— If TBtt tan WHt a 
of th» *IMIT« *'XM, th«f tt« 
imlb.rj.ln. 


) 
WO pair rtf LW1W nae VJei , 


I etndlag th«> Iftw Ooln To*;' this i 
t lit* ia worth K7SWI3M; thia 
, 


we*kwnwtl1a*ll th*m forflW 


I a»lr. widths B,C,D. 
--- ' 


t 
100 pair of Lsdlca' TM *— _ 


I Klaek Oxfords, all tb*LATKST 
[ 8TYtl£ worth ivom 91 75 to ' 
* K»t will cloMthMuatfI3ft* I 
I pair. We have Ovorg*twiratogo 
' with them lor 25 mnts • pair. . 


, 
All our llissM' fine shoes, (!«• 


t nod hvtton) worth $1 75; go at 


($12SapnIrJ Now la tbo tin* to 


All our Child r*n> finn ahoM, 


f ntlllOftpalr 
Call In stct*ttd 


L tw for yourtcl'. 


7S " 


i Itoe M 


A l.rRft line ai BM«- .boM (.!' 


tlifttiplodott*. utilM). worth »2 
»Dd»-2.Vi;Rn«tl'SO*p*^ 
Alt 
( 


flur M*' aho«i. woith «1 SO to 
11.73; go « II 2i» pair. 


! Manufacturers'Shoe Store 


SB ColhnnD 8treet. 


Sanatarium* 


';&"•„%?. 
rcathlcntKirnlU'l 


Ire You a Sufferer? 


HE NEVER FAILS. 
Dr. N. B. Smith,- 


be leadiog and only export ap«dalfsl 


i tbe city, Irrata nil private dlseaM, 
.rl.yroolo, nervnua dnbility, Lad all 
natinr; disemea in young, raiddl«4ged 
id old uormanently cured. Dr. fimith 
a graduaM of ono ot the n«at medical 


ollpg-t in th« United Kt*t«i. 
He 


UAKASTEE9 « prompt and.ecu- 
lute cure in all caiua undei taken. 
" 


OFFICE 


No, 107 Oalhoun Street. 


We Are Showing the 
Most Complete Stock of 


FALL and WINTER 
UNDERWEAR*-' 


Ever offered IB Fort Wayne. 
Er«rr poMlble want bM 


be«n provided for; no matter what miylt, <v nlze joa 
wiiot In I*dl*B% Cblldren'* or Mcn'n Underwear you'll 
find U litre ALWAYS, AT JLOWEK 1'BICKS THAN 
ANVWBEBK E1>8E. 
We Gall Special Attention to These! 


liDIKS1 DIDBR1B1R. 
: 'Terser nibbed Fleece 
Ll.red rnderwear 


: lhr«*Uicat Nurol^n, 


AT 25. 3'JnndfiOc. 


; Had* irom Fnc Jixiptten Cot 


'• witta bacdtunmiilk'slitcbing, 
i silk Upvd. flc , they are rx- 
t Mlleot valuei. 


Ibitfl lerico Oadeniar. 


! 
A special bargiiu in Fine 


'' 
. 


'-. Underwear. 
• regular 
T5d 


: quality, oil B;z-f. 
; 
AT SOcEACH. 


; Iitonl Boo! Dnawieu. 


! 
Bitn. TslupB in twu linen. 


AT75cand|lW. 


i Hade at th« famous ' Agmstn 
: Hili*," controlled esclunitely 


; by ui; they are tbe fin ml 


, value* for the nocey erst 
' offered. 


! "OMtU" C«MllOM StitS 


[ 
Are Ihe best and most pet- 


i fiet filling prments in the 
' market; wnoRer three special 
; valae* in then. 
' ,Jeney Ilibbrd FlceM lined 
I i*«iU. re^lmrll^qinlitT. 
* 


' 
AT7SCSUIT. 


• 
FI«*J«rt«T Bibbed fl«M 


! llnnd Haiti, sold tttwdlv .t 
' flW. 
AT 1100SUIT. 


I 
Kftt.mt Wool Kibhed Hulls, 
! ft nttality Mnally *nlil at K. 


AT«l.258i;iT. 


r«t «hiMns>, ik* mo»t 
lerubb cl.ht w,« «*«rd.> 


i si«tifd, •• nrtv nil s'i- In 
I stock- 
AT43.50.k76e. 


I 
TIMM. Knitted Vftbtfw 


' Ckltdrra, •» shm, 


! 
AT »« ItCB. 


(j ONE PRICB TO ALL. 
« 
% 


1BFS UIDEHEIB. 


Heavy Itandos 


lea's DodoTMit. it fiOcEtcl 


SO di«. heavy Ribbed FJeern 


lintd Underwear, a rtgBlu 
7S« uuottty. 


\W do> beavy Cstwkhair 


Underwear, sold all ovat lit* 
city «l 75c. boM> no 
' 
; AT Mo EACH. 


. Iitml Iw) Ddkrwr. 


The tamous "A)rB«am" 


derwear us wtd by n> 
. 


lit heavy and mMiutt wei 


AT 790.11.110. A 


bat anderwnr m***. 


CUHm's Moral. 


Tbi, i. Ib, lil>« w. « 
. 


W«Mtrr in itwk «nt* •» 
•n4 irate tb 


' 
JUWT' 
JUMI V«4rrw«, 


dl.il!., 
lta<IACB. 


All lira, 
PHOKlSoUP. 


UnllNltMnw, 


Wfett* ud Or*v. 
ntoHihur. 


CIINMlCoiNHtMIttl 


The People's ,Store. 


BEADELL & CO. 


PAPBR. 


L.lml Italjn,, «o.tSol«4Cokjri.»1 All «r.0«. Plili 
»nd Dworutiro Pftpcr Huglnr. HoftM ftnd Blgn F»[atln|. 
W.ll Timing, Xlo. 


Do Not For»«t our Initials or Number. 


27—Clmtori Street— 27 


RRHNK'S CHOICE 


Ten Tbonsand Dollars 


. 
lavststssissf 
. 


ndlana Moitgage Loan Ca,, 


Ita 1 PmlliM IM. 


fit htdt-hk- Display 


W* »n now 
Mt beratlfut 
XmbrMtni 


shown In tb« etty. it 


Will wpty you to rail and •«• tl 


ofstawped linens, stampitig ] 


ikterisls. 


HONEY TO LOAN. 


,t lonntrnlc, on furniture, pianoe, Iliorac 
tWOiiB, Mrrjwt™, nxlurui. etc.. mill \n\\ 
10 priipcnr In rotirpoMeuton.' 


Fnstmlortnt pj^, or (^^jjt roi 


Port Wftj>« nfortf.i«o Lwui Co , 


i 2.8*!di:l Illk. S2!4 Qitlimin t 


Voice Culture Studio. 


Prof. George Abrwn Smith, of room 
3, Sebmite block, will accept a limited 
imber of student*. Bzoellent refer- 
ees 
'M 1m 


Coal and Wood. 


TI,*m<i-.tTr<[ablc:in(llimtfiiH a fr>n| nr> 
'oiijl. Um't r\;lr »n Nullirill (ilM. \(»y!.i 


<JRO. H, TCltODOP, ' 


«l. .Vn. 11% 
(.'or. Krands ami llny.lpn SI, 


STOP— 


LjdHtB.Anitor'^Ko, 
iinKton at., for your < 


_. »nrt Kmm, or ttt M 
reenhomini, nOThornrwoi 
«l«I>hon« 
381* 


CoroMtion Braid is nmr sad ponulsr. . 


W* have It, 
. ' - 


Art Needle Wort Co, 


88 W. Berry Street '^ 


(«UsLowrj's,ChinaSlore) 


In Bird Tlm«, It tlur •" 
UoWCh«»,BIio.«n. 


TiWnnnot propltlou far »«»> 


making.. Tho people will only buy 
when they arc offend • feartiole lor f 1; 


Wo have beea filling our immtnt* . 


otablishm«nt with oar load •itwnr 
loadoljnst auob caigtlM, bovght of 
MceivaraoFtMtorlM that hav*faJlwl. 


The effect upon oar btttineat hat 
be.ntt.glc.l.. JaA«g«t^ 


sixtv-twa DM ttent. 
In AagMt of thli 


j«arw*B)ftd*ftRajn UMta oTsr laai 
year of twenty.two per cwt, suklUft 
nin In August of -8M over la* mam 
month of 181)4 
of eighty.foor pweect. 


Wa doubt iFtttoh arMord of InetnM 
nfttltMi can b* mstched by an* old 
utabllabed bouM la the-state. 
. 


Poster FnraitDre Co, 


n Mie now Sentinel baU 


ly at Beuttnel countlnc r 


